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Rectifiers, Standard 


Ip(avg.) Average DC Forward Current (AMPS) 



12 

12 

16 

22 

35 

35 

40 

40 

45 

PACKAGE 

DO203AA 

DO203AA 

DO203AA 

DO203AA 

(Note 1) 

(Note 2) 

DO203AB 

DO203AB 

DO203AB 

OUTLINE 

(D04) 

(D04) 

(D04) 

(D04) 

PRESS FIT 

PRESSFIT 

(DOS) 

(DOS) 

(DOS) 

Vrrm 






Avalanche 




(Volts) 





SSiE1105 

Diode 




100 

1N1200,A 

S20410 



SSiEIIIO 


IN1184,A 

S30410 

S3410 

200 

1N1202,A 

S20420 



SSiE1120 


IN1186,A 

S30420 

S3420 

300 





SSiE1130 





400 

1N1204,A 

S20440 

S2040 

S2140 

SSiE1140 


IN1188,A 

S30440 

S3440 

500 










600 

1N1206,A 

S20460 

S2060 

S2160 



IN1190,A 

S30460 

S3460 

700 










800 



S2080 

S2180 





S3480 

900 










1000 



S20100 

S21100 





S34100 

1100 





SSiE4360 

SSiE4360A 




1200 



S20120 

S21120 





S34120 

1300 










1400 










1500 





SSiE4383 

SSiE4383A 




iTSM(Amps) 

240 

200 

200 

250 

375 


600 

800 

700 

Tc at Iq 










("C) 

150 

150 

126 

131 

120 


155 

155 

122 

MaxTj 










("C) 

190 

190 

190 

190 

175 


200 

200 

190 

Refer 
to page: 

26 

26 

30 

34 

38 

49 

54 

54 

59 


Notes: 

1. For Reverse Polarity change SSiE11 to SSiE12 
For Reverse Polarity change SSiE43 to SSiE44 

2. For Reverse Polarity change SSiE43A to SSiE44A 
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Rectifiers, Standard 



( 004 ) 


( 005 ) 


( 008 ) 


( 009 ) 


lF(avg.) Average DC Forward Current (AMPS) 


70 

70 

8S 

85 

125 

150 

250 

300 


DO203AB 

D0203AB 

DO203AB 

DO203AB 

DO205AA 

DO205AA 

DO205AB 

DO205AB 

PACKAGE 

(DOS) 

(DOS) 

(DOS) 

(DOS) 

(D08) 

(D08) 

(D09) 

(D09) 

OUTLINE 









Vrrm 









(Volts) 

S3610 

S306010F 

S3710 

S307010F 

S4210 

S4310 


S50410 

100 

S3620 

S306020F 

S3720 

S307020F 

S4220 

S4320 


S50420 

200 





S4230 

S4330 


S50430 

300 

S3640 

S306040F 

S3740 

S307040F 

S4240 

S4340 


S50440 

400 





S4250 

S4350 



500 

S3660 

S306060F 

S3760 

S307060F 

S4260 

S4360 


S50460 

600 









700 

S3680 

S306080F 

S3780 


S4280 

S4380 

S5380 


800 









900 

S36100 

S306100F 

S37100 


S42100 

S43100 

S53100 


1000 









1100 

S36120 

S30612OF 

S37120 


S42120 

S43120 

S53120 


1200 









1300 









1400 









1500 

1200 

1200 

1500 

1500 

1800 

3000 

4500 

5000 

lTSM(Amps) 









Tc at lo 

138 

125 

132 

105 

130 

125 

122 

136 

("C) 









MaxTj 

190 

190 

190 

190 

190 

190 

190 

190 

(“C) 

63 

67 

71 

75 

79 

83 

87 

91 



11 





Rectifiers, Fast Recovery 



lF(avg.) Average DC Forvifard Current (AMPS; 



6 

6 

12 

12 

15 

PACKAGE 

DO203AA 

DO203AA 

DO203AA 

DO203AA 

DO203AA 

OUTLINE 

(D04) 

(D04) 

(D04) 

(D04) 

(D04) 

Vrrm 

(Volts) 






50 

1N3879 

S006AADF 

1N3889 

S012AADF 

S016AADF 

100 

1N3880 

S00601DF 

1N3890 

SOI 201DF 

S01601DF 

150 






200 

1N3881 

S00602DF 

1N3891 

S01202DF 

S01602DF 

300 

1N3882 

S00603DF 

1N3892 

S01203DF 

S01603DF 

400 

1N3883 

S00604DF 

1N3893 

S01204DF 


lTSM(Amps) 

75 

75 

250 

150 

250 

Tc at Iq 
("C) 

100 

100 

100 

100 

100 

IVIaxTj(‘»C) 

150 

150 1 

150 

150 

150 

trr(ns) 

200 

200 i 

200 

200 

100 

Max Vf (Volts) 

1.4 

1.4 1 

1.4 

1.4 

1.15 

at lFM = (Amps) 

6 

6 

12 

12 

30 

Refer 
to page: 

96 

96 

101 

101 

106 
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Rectifiers, Fast Recovery 



D04 



DOS 


lF(avg,) Average DC Forward Current (AMPS) 


25 

35 

45 

55 


DO203AB 

DO203AB 

DO203AB 

DO203AB 

PACKAGE 

(DOS) 

(DOS) 

(DOS) 

(DOS) 

OUTLINE 





Vrrm 





(Volts) 

1N3899 

1N3909 

S045AADF 

S055AADF 

50 

1N3900 

1N3910 

S04501DF 

S05501DF 

100 





150 

1N3901 

1N3911 

S04502DF 

S05502DF 

200 

1N3902 

1N3912 

S04503DF 

S05503DF 

300 

1N3903 

1N3913 

S04504DF 


400 

225 

300 

600 

800 

lTSM(Amps) 





Tc at lo 

100 

100 

100 

100 

("C) 

150 

150 

150 

150 

MaxTj(«C) 

200 

200 

200 

100 

trr(ns) 

1.4 

1.4 

1.15 

1.15 

Max Vp (Volts) 

20 

30 

90 

90 

atlFM = (Amps) 

111 

116 

121 

126 






Rectifiers, Schottky 




Ipfavg. 

1 Average DC Forward Current (AMPS) 


30 

30 

30* 

30* 

PACKAGE 

DO-203AA 

DO-203AA 

TO-204AA 

TO-204AA 

OUTLINE 

(D04) 

(D04) 

(T03) 

(TD3) 

Vrrm 





(Uolts) 





30 





35 

SD4136 

SBR3035 

SD24135 

SBT3035 

40 


SBR3040 


SBT3040 

45 

SD4145 

SBR3045 

SD24145 

SBT3045 

50 


SBR3050 


SBT3050 

lTSM(Ainps) 

600 

600 

400 

600 

Tc at Rated Iq (^C) 

90 

120 

93 

110 

TjMax(®C) 

160 

175 

160 

175 

Max Vp (Volts) 

.55 at 

.63 at 

.6 at 

.66 at 

at lFM = (Amps) 

30 

30 

20 

30 


Tj = 125°C 

Tj = 25° 

Tj = 125°C 

o 

in 

CM 

11 

Refer 

132 

135 

138 

141 

to page: 






* Center Tap Current 
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Rectifiers, Schottky 


60 A 160 A 200 A 300A 



Ipjavg.) Average DC Forward Current (AMPS) 


60 

60* 

80 

160* 

200* 

300* 


DO-203AB 

(DOS) 

MODULE 

DO-203AB 

(DOS) 

MODULE 

(T0244) 

MODULE 

CT0244) 

MODULE 

PACKAGE 

OUTLINE 

SD5135 

FST6035 

SBR8035 

FST16035 

FST20035 

FST30035 

Vrrm 

(Volts) 

30 

35 


FST6040 

SBR8040 

FST16040 

FST20040 

FST30040 

40 

SD5145 

FST6045 

SBR8045 

FST16045 

FST20045 

FST30045 

45 


FST6050 

SBR8050 

FST16050 

FST20050 

FST30050 

50 

800 

1000 

1000 

1000 

2000 

2000 

iTSM(Amps) 

94 

150 

120 

103 

131 

113 

Teat lo(°C) 

160 

175 

175 

175 

175 

175 

TjMax(°C) 

.6 at 

.7 at 

.74 at 

.74 at 

.8 at 

.78 at 

Max Vf (Volts) 

60 

60 

80 

80 

200 

300 

atlpM=(Amps) 

Tj = 126°C 

Tj = 25°C 

Tj = 25°C 

Tj = 25°C 

0 

m 

CM 

II 

Tj = 125°C 


144 










TO220TRIACS 



TO220AB 



Vdrm 

(volts) 

Itrms 

(Amps) 


Iqt @ 

MT2+G+ 

(mA) 

25®C 

MT2+G+ 

(mA) 

MT2-G- 

(mA) 

MT2-G+ 

(mA) 

Refer 

to 

page: 

TXC10M0 

400V 

4 

*H 

25 

25 

25 

50 


TXC10*50 

500V 


K 

50 

50 

50 



TXC10*60 

600V 


L 

75 

75 

75 

— 

164 

TXC10*70 

700V 








TXC10*80 

800V 








TXC10M0M 

400V 

6 

*H 

25 

25 

25 

50 


TXC10*50M 

500V 


K 

50 

50 

50 

— 


TXC10*60M 

600V 


L 

75 

75 

75 

— 

164 

TXC10*70M 

700V 








TXC10*80M 

800V 








2N6343 

400V 

8 


70 

75 

50 

75 


2N6344 

600V 



50 

75 

50 

75 

168 

2N6345 

800V 








TXD10M0 

400V 

8 


25 

25 

25 

50 


TXD10*50 

500V 


K 

50 

50 

50 

— 


TXD10*60 

600V 


L: 75 

75 

75 

— 

170 

TXD10*70 

700V 








TXD10*80 

800V 








TXD10M0M 

400V 

10 


25 

25 

25 

50 


TXD10*50M 

500V 


K 

50 

50 

50 

— 


TXD10*60M 

600V 


L 

75 

75 

75 

— 

170 

TXD10*70M 

700V 








TXD10*80M 

800V 








TXD10M0P 

400V 

12 

*H 

25 

25 

25 

50 


TXD10*50P 

500V 


K 

50 

50 

50 

— 


TXD10*60P 

600V 


L 

75 

75 

75 

— 

170 

TXD10*70P 

700V 








TXD10"80P 

800V 








2N6343A 

400V 

12 


50 

75 

50 

75 


2N6344A 

600V 







175 

2N6345A 

800V 








TXE10M0 

400V 

20 

*L 

50 

50 

50 

75 

Consult 

TXE10*60 

600V 


M: 50 

50 

50 

— 

factory for 

TXE10*80 

800V 







data sheet 


* Note: Not all Iqt combinations are available for all voltages. 


16 








SCRs, Phase Control 


O 


TO220AB 




On-State 

[RMS) Current (AMPS) 



4 

9.4 

12 

16 

25 

PACKAGE 

OUTLINE 

TO220 

TO220 

TO220 

TO220 

TO220 

VdRM/Vrrm 

(Volts) 

25 

50 

100 

200 

300 

400 

BSTC1226 

BSTC1026M 

BSTD1026 

BSTD1026M 

BSTE1020 

BSTE1026 

500 

BSTC1233 

BSTC1033M 

2N6397 

BSTD1033 

2N6403 

BSTD1033M 


600 

BSTC1240 

BSTC1040M 

2N6398 

BSTD1040 

2N6404 

BSTD1040M 

BSTE1040 

700 

BSTC1246 

BSTC1046M 

BSTD1046 

BSTD1046M 


800 

BSTC1253 

BSTC1053M 

BSTD1053 

BSTD1053M 

BSTE1053 

1000 

1100 

1200 

1300 

1400 

iTSM(Amps) 

50 

BSTD1680N 

95 

2N6399 

BSTD1666N 

130 

2N6405 

160 

240 

Max Iqt (mA) 
atTj = 25‘»C 

50 

50 

50 

50 

40 

Max Vqt (Volts) 
at Tj = 25‘>C 

2.0 

2.0 

2.0 

2.0 

2 

Max Vtm (Volts) 
atTj = 25°C 

3.4 at 

2.94 at 

1.98 at 

1.7 at 

1.5 at 

at 1t = 

7.5A 

24A 

24A 

32A 

48A 

Refer 
to page: 

178 

182 

189 

189 

- 


Consult factory for data sheet 
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SCRs, Phase Control 



TO208AC TO208AD TO209AC TO209AB 

(T065) (T083) (T094) (T093) 


On-State (RMS) Current (AMPS) 


63 

80 

86 

86 

110 

110 


T0208AC 

T0208AC 

TO209AC 

T0209AC 

TO209AC 

TD209AC 

PACKAGE 

OUTLINE 

40C10B 

40C20B 

05001GOF 

05002GOF 

05202GOA 

05203GOA 


07102GOA 

07103GOA 


VdRM^Vrrm 

(Volts) 

25 

50 

100 

200 

300 

40C40B 

05004GOF 

05204GOA 


07104GOA 


400 



05205GOA 


07105GOA 


500 

40C60B 

05006GOF 

05206GOA 


07106GOA 


600 







700 

40C80B 

05008GOF 


55C80B 


70C80B 

800 

40C100B 

40C120B 

1000 

0501OGOF 

05012GOF 

1200 

1200 

55C100B 

55C120B 

1200 

1600 

70C100B 

70C120B 

1600 

1000 

1100 

1200 

1300 

1400 

lTSM(Amps) 

100 

100 

100 

100 

100 

100 

Max Iqt (mA) 
atTj = 25°C 

3 

3 

3 

3 

3 

3 

Max Vgt (Volts) 
atTj = 25‘‘C 

3.2 at 

500 

2.55 at 

500 

2.0 at 

220 

2.2 at 

220 

1.6 at 

220 

1.85 at 

220 

Max Vtm (Volts) 
atTj = 25®C 
at 1 t = 

198 

202 

206 

210 

214 

218 
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SCRs, Phase Control (cont’d) 



TO208AD T0209AC TO200AB 

(T083) (T094) 



On-State { 

RMS) Current (AMPS) 


125 

235 

400 

470 

550 

PACKAGE 

OUTLINE 

TO209AC 

TO209AB 

TO200AB 

TO200AB 


VdRm/Vrrm 

(Volts) 






100 

200 

300 

0801 GOA 

08002GOA 

08003GOA 

15101GOA 

15102GOA 

15103GOA 



35001GOF 

35002GOF 

35003GOF 

400 

08004GOA 

15104GOA 



35004GOF 

500 

08005GOA 

15105GOA 



35005GOF 

600 

08006GOA 

15106GOA 



35006GOF 

800 


150C80B 

24008GOF 

30008GOF 


1000 


150C100B 

2401OGOF 

30010GOF 


1200 


150C120B 

24012GOF 

30012GOF 


iTSM(Amps) 

1800 

3500 

4500 

5500 

7500 

Max Igt (niA) 
atTj = 25°C 

100 

150 

150 

150 

150 

Max Vqt (Volts) 
atTj = 25°C 

3 

3 

3 

3 

3 

Max Vtm (Volts) 
atTj = 25«C 
at 1t = 

1.4 at 

220 

1.7 at 

500 

2.3 at 

1000 

1.80 at 

1000 

1.48 at 

1000 

Refer 
to page: 

222 

226 

234 

237 

240 
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SCRs, Inverter 



TO208AC TO208AD TO209AC 

(TOeS) (T083) (T094) 


On-State (RMS) Current (AMPS) 



63 

63 

63 

126 

126 

126 

PACKAGE 

TO208AC 

TO208AC 

TO208AC 

TO205AC 

TO205AC 

TO205AC 

OUTLINE 

(T065) 

(r065) 

{T065) 

(T065) 

Cr065) 

(T065) 

VdRm/Vrrm 







(Volts) 







200 

03902GRF 

03902GPF 

03902GUF 

07902GRF 

07902GPF 

07902GUF 

300 







400 

03904GRF 

03904GPF 

03904GUF 

07904GRF 

07904GPF 

07904GUF 

500 







600 

03906GRF 

03906GPF 

03906GUF 

07906GRF 

07906GPF 

07906GUF 

iTSM(Amps) 

1000 

1000 

1000 

1800 

1800 

1800 

tq i/xs), max 

10 

15 

20 

10 

15 

20 

Max Igt (nnA) 
atTj = 25°C 

150 

150 

150 

150 

150 

150 

Max VjM (Volts) 







at Tj = 25°C 

3.0 at 

3.0 at 

3.0 at 

2.6 at 

2.6 at 

2.6 at 

atlT = 

500 

500 

500 

500 

500 

500 

Refer 
to page: 

244 

244 

244 

249 

249 

249 


20 







SCRs, Inverter 



On-State (RMS) Current (AMPS) 


250 

250 

550 

550 

PACKAGE 

OUTLINE 

TO 200 

HOCKEY 

PUK 

STYLE 

VdRM/Vrrm 





(Volts) 





200 

BSTH6113F 

BSTH6113G 

BSTL6113F 

BSTL6113G 

300 

BSTH6120F 

BSTH6120G 

BSTL6120F 

BSTL6120G 

400 

BSTH6126F 

BSTH6126G 

BSTL6126F 

BSTL6126G 

500 

BSTH6133F 

BSTH6133G 

BSTL6133F 

BSTL6133G 

600 

BSTH6140F 

BSTH6140G 

BSTL6140F 

BSTL6140G 

iTSM(Amps) 

1850 

1850 

4460 

4460 

tq (/xs), max 

15 

18 

15 

18 

Max Igt (mA) 
atTj = 25°C 

250 

250 

250 

250 

Max Vtm (Volts) 





atTj = 25‘’C 

1.85 V at 

1.85 V at 

1.53V at 

1.53V at 

at 1 t = 

400A 

400A 

500A 

500A 


254 

254 

258 

258 



SCRs, Inverter 


On-State (RMS) Current (AMPS) 


950 

950 

1730 

1730 


TO 200 

HOCKEY 

PUK 

STYLE 

PACKAGE 

OUTLINE 





VdRm/Vrrm 





(Volts) 

BSTN6113F 

BSTN6113G 

BSTP6113F 

BSTP6113G 

200 

BSTN6120F 

BSTN6120G 

BSTP6120F 

BSTP6120G 

300 

BSTN6126F 

BSTN6126G 

BSTP6126F 

BSTP6126G 

400 

BSTN6133F 

BSTN6133G 

BSTP6133F 

BSTP6133G 

500 

BSTN6140F 

BSTN6140G 

BSTP6140F 

BSTP6140G 

600 

8950 

8950 

16,000 

16,000 

IlsniKAmps) 

15 

18 

15 

18 

tq ifis), max 

Max Igt (mA) 

250 

250 

250 

250 

atTj = 25®C 

Max Vtm (Volts) 

1.63V at 

1.63 V at 

1.70V at 

1.70 V at 

atTj = 25‘»C 

1200A 

1200A 

2400A 

2400A 

at 1t = 

266 

266 

279 

279 
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SCR PowerMod 

(Consult factory for data sheet) 


UL Recognized 


Full-control Version 


Half-controlled 
Version 1 


Half-controlled 
Version 2 


i ¥ I 
f ^ i 
i i I 




Mni8,MTT25,MTT40 
MTTSO, MTT65, MTTSS 


7 

i.ii 

i 



F12S, F160 


Inverters (Note: 1) 


Irms (Amps) 

65 

65 

65 

65 

lTSM(Amps) 

520 

520 

520 

620 

tq (mS) 

25 

35 

15 

18 

Volts 

600 

FO41T06V 

FO41T06S 

FO42T06P 

FO42T06Q 

1000 

1200 

F041T12V 

F041T12S 




*Note 1: Available in half control version with Fast Recovery Diode. For half controlled version #1, replace‘T” with “H” in 
the catalog number. For half controlled version #2, replace‘T’ with “S” in the catalog number. 


Inverters (Note: 1) 


iRMs(Amps) 

120 

120 

120 

120 

250 

250 

250 

250 

lTSM(Amps) 

1200 

1200 

1200 

1200 

4770 

4770 

4770 

4770 

tq (mS) 

25 

35 

15 

18 

15 

18 

25 

35 

(Volts) 

600 

FO76T06V 

FO76T06S 

FO77T06P 

FO77T06Q 

F177T06P 

F177T06P 

F176T06V 

F176T06S 

1000 

1200 

F076T12V 

F076T12S 





F176T12V 

F176T12S 


•Note 1: Available in halt control version with Fast Recovery Diode, for half controlled version #1, replace‘T” with “H” in 
the catalog number. For half controlled version #2, replace‘T” with “S” in the catalog number. 


Rectifiers 


1 (Amps Avg) 

65 

95 

160 

lTSM(Amps) 

1000 

3600 

6700 

(Volts) 

600 

MDD65A06N 

MDD95A06N 

MDD160A06N 

1200 

MDD65A12N 

MDD95A12N 

MDD160A12N 

1500 

MDD65A16N 

MDD95A16N 

MDD160A16N 
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SCR PowerMod 

(Consult factory for data sheet) 


Phase Control 


KAmpsAvg) 

at 

Tbp = 85‘»C 

18 

25 

40 

50 

65 

95 

125 

160 

lTSM(Afnps) 

275 

440 

700 

900 

1500 

1900 

3500 

5100 

(Vbits) 

600 

1200 

1600 

Mni8L06N 

MTn8L12N 

MTri8L16N 

Mn25L06N 

MTT25L12N 

Mn25L16N 

Mn40(A)06tr 

MTr40{A)12tr 

Mn40{A)16ff 

MTT50(A)06tr 

MTT50(A)12N' 

MTT50(A)16tf 

MTT65A06N 

MTr65A12N 

MTT65A16N 

Mn95A06N 

Mn95A12N 

MTT95A16N 

F125T060 

F125T120 

F125T160 

F160T060 

F160T120 

F160T160 

Refer to 
Page: 

284 

289 

294 

299 

304 

309 

** 

314 


^Available in soldered (L) version [i.e. MTT40(L)06N] or 
Compression Bonded (A) [i.e. MTT40(A)06N] 

**Consuit factory for data sheet 


Half-Controlled Version 1 


I (Amps Avg) 
at Tbp = 85®C 

40 

50 

65 

95 

lTSM(Amps) 

700 

900 

1500 

1900 

(Volts) 

600 

MTD40(A)06N* 

MTD50(A)06N* 

MTD65A06N 

MTD95A06N 

1200 

MTD40(A)12N* 

MTD50(A)12N* 

MTD65A12N 

MTD95A12N 

1600 

MTD40(A)16N* 

MTD50(A)16N* 

MTD65A16N 

MTD96A16N 

Refer to 

294 

299 

304 

309 

page: 






*For soldered version replace “A” with “L” [i.e. MTD40L06N] 


Half-Controlled Version 2 


1 (Amps Avg) 
at Tbp = 85®C 

40 

50 

65 

95 

iTSMfAmps) 

700 

900 

1500 

1900 

(Volts) 

600 

MCfr40(A)06N* 

MOT50(A)06N" 

MDr65A06N 

MDr95A06N 

1200 

MDT40(A)12N* 

MDrr50(A)12N* 

MDr65A12N 

MCfr95A12N 

1600 

MDr40(A)16N* 

MDT50(A)16N* 

MDr65A16N 

MCn-96A16N 

Refer to 
page: 

294 

299 

304 

309 


*For soldered version repiace “A” with “L’ [i.e. M1DT40L06N] 
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Rectifiers, Standard 




Silicon Power Rectifiers 

12 AMP Avg; Vrrm to 600 Volts 


Series 204 


■ High surge current capability 

■ High case temperature 

■ Glass to metal construction, 

■ Designed for medium voltage 

and low cost applications 



Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.427 

.437 

10.84 

11.09 


C 


.505 

.... 

12.82 


D 

.... 

.800 

.... 

20.32 


E 

.432 

.442 

10.97 

11.22 


F 

.095 

.105 

2.41 

2.66 


G 

.... 

.386 

.... 

9.80 


H 

.163 

.189 

4.15 

4.80 

2 

J 

.... 

.250 

.... 

6.35 


M 

.... 

.280 

.... 

7.11 


N 

.... 

.063 

.... 

1.27 


P 

.088 

.095 

2.23 

2.41 



Hotel: Standard polarity: Stud Is cathode 

10-32 UNF-2A Reverse polarity: Stud Is anode 

Note 2: 

Full threads within 2 V 2 threads 



DO-203AA 

(DO-4) 




JEDEC 

Peak 

Catalog Number 

Numbers 

Reverse 

Standard 

Reverse 


Voltage 

S20410 

R20410 

1N1200,1N1200A 

100 

S20420 

R20420 

1N1202,1N1202A 

200 

S20440 

R20440 

1N1204,1N1204A 

400 

S20460 

R20460 

1N1206,1N1206A 

600 
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Silicon Power Rectifier 


Series 204 


Electrical Characteristics 

Reverse Blocking 

Repetitive peak reverse voltage 

'^^RRM 

100V to 600V 


Maximum peak reverse current 

^RRM 

1.0mA 

rc=150°C 

Forward Direction 

Maximum average forward current 

^F(AV) 

12 Amps 

Single phase, half-wave rating at 
rc=150°C 

Maximum surge current 

IpSM 

200 Amps 

One cycle of 60HZ sinewave 

series 204,1 N1199-1N1206 
Maximum surge current 

hsM 

240 Amps 

one cycle of 60 HZ sinewave 

series 1N1199A-1N1206A 




Maximum peak forward voltage 

'^FM 

1.2V max. 

/f = 30A; 7c = 25°C 

Maximum IH 

in 

167 A^S 

less than 8.33 ms 

204, IN1199-1N1206 

Maximum IH 

in 

240A2S 

less than 8.33 ms 
series 1N1199-1N1206A 

Maximum recommended 




operating frequency 


10kHz 


Thermal values 




Storage temp range 

^stg 

-65°Cto -I-200°C 

Operating junction temp range 

h 

-65°Cto -t-190°C 

Maximum thermal resistance 




junction to case 

R0JC 

3.0°C/W 


Mechanical Characteristics 




Base 

Steel stud and base with a #10-32 UNF-2A thread for through 
mounting on a heat sink. Nickel plating prevents corrosion. 

Header 

Glass to metal construction. 


Weight 

Approximately 0.16 ounce (4.5 grams) 

Mounting Position 

May be mounted in any position 

Mounting Torque 

30 inch pounds maximum 


Dimensions 

In accordance with JEDEC DO-203AA (DO-4) outline 
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Silicon Power Rectifiers 


Series 204 


Figure 1 

Maximum load current versus case temperature 



120 130 140 150 160 170 180 190 


Diode Case Temperature - °C 


Figure 2 

Maximum power dissipation versus forward 
current 



0 2 4 6 8 10 12 14 16 18 20 


Average Forward Current - Amperes 
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Silicon Power Rectifiers 


Series 204 


Figure 3 

Maximum forward characteristics 



0 0.5 1.0 1.5 2.0 2.5 3.0 3.5 

Instantaneous Forward Voltage - Volts 


Figure 4 

Transient thermal impedance 



.001 .01 0.1 1.0 10.0 100.0 


Figure 5 

Maximum surge current at 25°C 



1 10 100 


Time in Seconds 


Time in Cycles 
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Silicon Power Rectifiers 

16 AMP Avg; ‘o 1200 Volts 


Series 20 


■ High surge current capability 

■ Glass to metal construction, 

■ Excellent thermal fatigue capability 



Dim. Inches _ Millimeter _ 

Minimum Maximum Minimum Maximum Notes 




B 

.427 

.437 

10.84 

11.09 

C 

.... 

.505 

.... 

12.82 

D 

.... 

.800 

.... 

20.32 

E 

.432 

.442 

10.97 

11.22 

F 

.095 

.105 

2.41 

2.66 

G 

.... 

.386 

.... 

9.80 

H 

.163 

.189 

4.15 

4.80 2 

J 

.... 

.250 

.... 

6.35 

M 

.... 

.280 

.... 

7.11 

N 

.... 

.063 

.... 

1.27 

P 

.088 

.095 

2.23 

2.41 

Note 1: 

Standard polarity: 

Stud is cathode 

10-32UNF-2A 

Reverse polarity: 

Stud is anode 


Note 2: 

Full threads within threads 





DO-203AA 

(DO-4) 




JEDEC 

Peak 

Catalog Number 

Numbers 

Reverse 

Standard 

Reverse 



S2040 

R2040 

1N1126.1N1346,1N1346A, 1N1345B 

400 

S2060 

s' 

R2060 

1N1128.1N1348,1N1348A, 1N1348B 
1N1587,1N1616,1N2238,1N2497 

600 

S2080 1 

R2080 

1N2240 

800 

S20100 

R20100 


1000 

S20120 

R20120 


1200 
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Silicon Power Rectifier 


Series 20 


Electrical Characteristics 

Reverse Blocking 



Repetitive peak reverse voitage 

^RRM 

400V to 1200V 

Maximum peak reverse current 

^RRM 

1.0mA rc=150°C 

Forward Direction 



Maximum average forward current 

^F(AV) 

16 Amps Single phase, half-wave rating at 



Tc = 12600 

Maximum surge current 

^FSM 

200 Amps One cycle of 60HZsinewave 

Maximum peak forward voltage 


1.3V max. /p = 30A; Tq = 25 

Maximum /^t 

Ft 

165 A^S less than 8.33 ms 

Maximum recommended 



operating frequency 


10kHz 

Thermal values 



Storage temp range 

^stg 

-65oCto -f-200^0 

Operating junction temp range 


-6500 to +190OC 

Maximum thermal resistance 



junction to case 

R0JC 

3.0OC/W 

Mechanical Characteristics 



Base 

Steel stud and base with a #10-32 UNF-2A thread for through 


mounting on a heat sink. Nickel plating prevents corrosion. 

Header 

Glass to metal construction. 

Weight 

Approximately 0.16 ounce (4.5 grams) 

Mounting Position 

May be mounted in any position 

Mounting Torque 

30 inch pounds maximum 

Dimensions 

In accordance with JEDEC DO-203AA (DO-4) outline 
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Silicon Power Rectifiers 


Series 20 












Silicon Power Rectifier 


Series 20 


Maximum forward characteristics 



Instantaneous Forward Voltage—Volts 


Figure 4 

llransient thermal impedance 


Figure 5 

Maximum surge current at rated load 


CO 3.0 
E 





10.0 100.0 


Time in Seconds 


Time in Cycles 






Silicon Power Rectifiers 

22 AMP AVG; Vrrm Up To 1200 Volts 


Series 21 


■ Glass to metal construction 

■ Low forward voltage drop 

■ Excellent reliability 

■ 250 amps surge rating provides high in-rush current capability 



Dim. Inches Millimeter 



P .088 .095 2.23 2.41 

DO-2U3AA 

Note 1: Standard polarity: Stud is cathode 

10-32 UNF-2A Reverse polarity: Stud is anode 

Note 2: 

Full threads within 2 V 2 threads 

(DO-4) 


Catalog Number 

Standard Reverse 

JEDEC 

Numbers 

Peak 

Reverse 

Voltage 

S2140 

R2140 

1N1204,1N1204A, 1N2254,1N2785, 
1N3620,1N3965,1N4507 

400 

S2160 

R2160 

1N1206,1N1206A, 1N2258,1N3622, 
1N3966,1N4508 

600 

S2180 

R2180 

1N2260,1N3623,1N3671,1N3671A, 
1N3967,1N4509 

800 

S21100 

R21100 

1N2262,1N3624,1N3673,1N3673A, 
1N4510 

1000 

S21120 

R21120 

1N4511,1N5331 

1200 
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Silicon Power Rectifier 


Series 21 


Electrical Characteristics 

Reverse Blocking 



Repetitive peak reverse voltage 

^RRM 

400V to 1200V 

Maximum peak reverse current 

^RRM 

1.0mA TQ = ^50°C 


Forward Direction 

Maximum average forward current 

Maximum surge current 

Maximum peak forward voltage 

Maximum IH 

Maximum recommended 
operating frequency 

/p(AV) 22 Amps Single phase, half-wave rating at 

rc = 131°C 

/psM 250 Amps One cycle of 60HZ sinewave 

VpM 1.2 V max. /p = 30A; Tq = 25 °C 

F\. 250 A*S less than 8.33 ms 

10kHz 

Thermal values 

Storage temp range 

Tgtg -65°Cto-)-200°C 

Operating junction temp range 

Maximum thermal resistance 

Tj -65°Cto+190°C 

junction to case 

flejc 2.0°CAA/ 

Mechanical Characteristics 

Base 

Steel stud and base with a #10-32 UNF-2A thread for through 
mounting on a heat sink. Nickel plating prevents corrosion. 

Header 

Glass to metal construction. 

Weight 

Approximately 0.16 ounce (4.5 grams) 

Mounting Position 

May be mounted in any position 

Mounting Torque 

30 inch pounds maximum 

Dimensions 

In accordance with JEDEC DO-203AA (DO-4) outline 


35 


Forward Current—Average Amperes 


Silicon Power Rectifier 


Series 21 


Figure 1 Figure 2 

Maximum load current versus case temperature Maximum power dissipation versus forward 

current 



Diode Case Temperature—°C Forward Current—Average Amperes 
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Silicon Power Rectifier 


Series 21 


Figure 3 

Maximum forward characteristics 



0 1.0 2.0 3.0 


Instantaneous Forward Voltage—Volts 


Figure 4 Figure 5 

Transient thermai impedance Maximum surge current at rated ioad 


CO 



Time in Seconds Time in Cycles 








Silicon Power Rectifiers 

Press-fit diode for 30 V to 700 V; 35A 


Series SSiEII, SSiE12 


■ Copper case press fit, knurled and 
tin-plated 

■ Designed for high thermal fatigue 
applications 

Polarity: Case = cathode, red stamp (SSIE11) 
Case = anode, black stamp (SSIE12) 


.130 



Dimensions In inches 


Type 

Ordering Code 

Repetitive peak 
reverse voitage 

Surge peak reverse 
voltage 

SSiE1102 

C66047-A1020-A4 

30V 

30V 

SSiEIIOS 

C66047-A1020-A5 

75V 

75V 

SSiEIIIO 

C66047-A1020-A7 

150V 

150V 

SSiE1120 

C66047-A1020-A8 

300V 

300V 

SSiEIISO 

C66047-A1020-A9 

500V 

500V 

SSiE1140 

C66047-A1020-A10 

700V 

700V 

SSiE1202 

C66047-A1020-A13 

30V 

30V 

SSiE1205 

C66047-A1020-A15 

75V 

75V 

SSiE1210 

C66047-A1020-A16 

150V 

150V 

SSiE1220 

C66047-A1020-A17 

300V 

300V 

SSiE1230 

C66047-A1020-A18 

500V 

500V 

SSiE1240 

C66047-A1020-A19 

700V 

700V 
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Silicon Power Rectifiers 


Series SSiE11, SSiEI2 


Electrical Characteristics 

Blocking 

Repetitive peak reverse voltage 

'^RRM 

30 to 150V 

300 to 700V 

See ordering code 

Max. reverse leaking current 

^RRM 

6 mA 

3 mA 

T, = 175»C, Vr = Vrhm 

Forward Conducting 

Max. RMS current 

^F(RMS) 

55 Amps 

55 Amps 

Tc = 120OC 

Max. average current 

^F(AVG) 

35 Amps 

35 Amps 

Tc = 120OC, half sine 

Max. peak voltage 

'^FM 

1.15 Volts 

1.20 Volts 

/p^, = 50 Amps 

Max. peak 1 cycle surge current 

^FSM 

330 Amps 

300 Amps 

Tj = 175°C,60HZ 

Max. for fusing 

in 

450A2sec 

390 A^sec 

fj = 175°C,t = 8.3ms. 

Thermal Values 





Max. DC thermal resistance, 

Rqjc 

0.7°C/W 



junction to case 





Operating junction temp, range 

h 

-40°Cto +175°C 


Storage temperature range 

^stg 

-65°Cto +175°C 


Mechanicai Characteristics 

Max. press-ln force 

867 lb 




Weight 

Approximately 0.35 ounces (10 grams) 



(1)Tc = 25°C unless Otherwise indicated 


























































3 5 10 15 20 25 30 35 A 40 100 *C 80 60 40 20 0 0 5 10 15 20 25 30 35 A 40 












Silicon Power Rectifiers 


Series SSiEII, SSiE12 


Forward characteristic curves 
Parameter: junction temperature 3, 
1/r < 0.8 1/rrm. 14rm = 30 V to 150 \/ 


Forward characteristic curves 
Parameter: junction temperature 
1/r ^ 0.8 I/rrm- Wrrm = 300 V to 700 V 



^FSM 



—^ Halfwaves 


Max. mean forward currents /fav(I) 

for heat sink El and mounting on printed circuit board, 

versus cooling air temperature Sa, mains operation 40 to 60 Hz 



Overcurrent characteristic curves 
for heat sink El, cooling type (S), Sa = 45° C, 
mains operation 40 to 60 Hz. Parameters: 
basic load current /f(bl), current waveform 


Overcurrent characteristic curves 
forheatsinkEI, cooling type (S), Sa = 45°C 
mains operation 40 to 60 Hz. Parameters: 
basic load current /f(bl), current waveform 




























Silicone Power Rectifier 


Series SSiE11,SSiBI2 


Intermittent operation with basic load for heat sink E1, 

cooling type (S), Sa = 45°C, 

mains operation 40 to 60 Hz. Parameters: 

basic load current/ f{bl), cycle time SD, current waveform 


^/f(BL) E11/1210 
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Silicon Power Rectifiers 

Press-fit diode for 1100 V and 1500 V; 35 A 


Series SSiE43, SSiE44 


■ Copper case press fit, knurled and tin-plated 

■ Designed for high thermal fatigue applications 

■ Polarity: Case = cathode, red stamp (SSiE43) 

Case = anode, black stamp (SSIE44) 



Insertion tool 


130 



1 




Diode 


Diode mounting 


LI 


.216 Sheet metal 
(Al or Fe) 


.4961+.0020-.0004 


Sealed body 
(Al orCu) 




f .4961 + .0020 


U- 

- .0004 


Type 

Ordering Code 

Repetitive peak 
reverse voltage 

Surge peak reverse 

voltage Vrrm 

SSiE4360 

C66047-A1066-A4 

1100V 

1100V 

SSiE4383 

C66047-A1066-A5 

1500V 

1500V 

SSIE4460 

C66047-A1066-A9 

1100V 

1100V 

SSIE4483 

C66047-A1066-A10 

1500V 

1500V 
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Silicon Power Rectifiers 


Series SSiE43, SSiE44 


Electrical Characteristics 




Forward Conducting 

Max. RMS current 

V(RMS) 

55 Amps 

Tq = 120°C 

Max. average current 

^F(AVG) 

35 Amps 

7c = 120°C, half sine 

Max. peak voltage 


1.2 Volts 

/p,^ = 50 Amps 

Max. peak 1 cycle surge current 

^FSM 

300 Amps 

7j = 175°C,60HZ 

Max. I^t for fusing 

in 

340 A^sec 

7j = 175°C,t = 8.3ms 

Thermal Values 

Max. DC thermal resistance, 

Rgjc 

1.0C/W 


junction to case 

Operating junction temp, range 

h 

-40°Cto +175°C 

Storage temperature range 

^stg 

-40°Cto +175°C 

Blocking 

Max. reverse leaking current 

^RRM 

4 mA 

Tj = 175»C. 

Mechanical Characteristics 

Max. press-in force 

Weight 

867 lb 

Approximately 0.35 ounces (10 grams) 


(1)Tc = 25°C unless Otherwise Indicated 
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Silicon Power Rectifiers 


Series SSiE43, SSiE44 









































Silicon Power Rectifiers 


Series SSiE43, SSiE44 


Forward power dissipation characteristic curves, 

nomogram for determining max. mean forward currents (limit value) 

for various cooling conditions, mains operation40to 1000 Hz 



Maximum current characteristic curves 
Parameter: junction temperature i9j 
^ 0.8 1/rrm 



— ~ Halfwaves 


Max. mean forward current /favii] for heat sink El 
and mounting on a printed circuit board 
versus cooling airtemperature i9a, 
mains operation 40 to 60 Hz, natural air cooling 



Overcurrent characteristic curves (mean value) 
for heat sink E1, cooling type (S), i9a = 45°C, 
mains operation 40 to 60 Hz. Parameters: 
basic load current /f(bl)/ current waveform 



0,01 0,1 1 10 60s 10 100 min 


Overcurrent characteristic curves (mean value) 
forheatsinkEl,coolingtype (S), i9a = 45°C, 
mainsoperation40to60 Hz. Parameters: 
basic load current /Ffai), current waveform 
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Silicon Power Rectifiers 


Series SSiE43,SSiE44 


Intermittent operation with basic load for heat sink E1, 

cooling type (S), Sa = 25° C, mains operation 40 to 60 Hz. Parameters: 

basic load current cycle time SD, current waveform 







Silicon Power Rectifiers Series SSiE43A, SSiE44A 

Press-fit diode with avaianche characteristic for 1100 V and 1500 V; 35 A 


■ Copper case press fit, knurled and tin-plated 

■ Designed for high thermal fatigue applications 

■ Polarity: Case = cathode, red stamp (SSiE43A) 

Case = anode, black stamp (SSiE44A) 



Insertion tool 


.130 



1 


Diode 


1 


1 

—^— 

i . 

^^.216 Diode mounting 

1 

—■=r'’ 

i 


— 1 — - 

I Sheet metal Sealed body 

T (AlorPe) (AlorCu) 






0.4961 + .0020-.UUU4 


0.4961 + .0020 - .0004 


Type 

Ordering Code 

Repetitive peak 
reverse voitage 

Breakdown voltage 
at/p = 4MA,5 j = 25®C 

SSiE4360A 

C66047-A1066-A12 

— 

1200 V to 2000 V 

SSiE4383A 

C66047-A1066-A13 

— 

1650 V to 2400 V 

SSiE4460A 

C66047-A1066-A17 

— 

1200 V to 2000 V 

SSiE4483A 

C66047-A1066-A18 

— 

1650 V to 2400 V 
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Silicon Power Rectifiers 


Series SSiE43A, SSiE44A 


Electrical Characteristics 


Forward Conducting 

Max. RMS current 

Max. average current 

Max. peak voltage 

Max. peak 1 cycle surge current 
Max. IH for fusing 

^F(RMS) 

^F(AVG) 

'^FM 

^FSM 

Pi 

55 Amps rc=120°C 

35 Amps Ic = 120°C, half sine 

1.2 Volts = 50 Amps 

300 Amps 7j = 175®C, 60HZ 

390 A*sec Tj = 175°C, t = 8.3 ms 

Thermal Values 

Max. DC thermal resistance, 
junction to case 

RGjc 

1.0C/W 

Operating junction temp, range 

h 

-40°C to + 175°C 

Storage temperature range 

^stg 

-40°Cto +175°C 

Blocking 

Max. reverse leaking current 

^RRM 

4 mA T-j = ITS^C, Vr = Vrbm 

Mechanical Characteristics 

Max. press-ln force 

867 lb 


Weight 

Approximately 0.35 ounces (10 grams) 


(1)Tc = 25®C unless otherwise Indicated 
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Silicon Power Rectifiers 


Series SSiE43A, SSiE44A 


Forward power dissipation characteristic curves, 

nomogram for determining max. mean forward currents (limit value) 

for various cooling conditions, mains operation 40 to 60 Hz 


60 “ It I12H 



m tt] 

10 15 20 25 30 35 A 40 200 *C16» 120 



0 0 5 10 15 20 25 30 35 A 40 


Maximum current characteristic curves 
Parameter: junction temperature ^ 

I/r ^ 0.8 \/rrm 


1 


















i?,=25“C . 












K 






^,=175‘’C _ 











>> 


~ 















n 









Max. mean forward current /fav(i) 

for heat sink E1 and mounting on a PCB, 

versus cooling air temperature Sa, 

mains operation 40 to 60 Hz, natural air cooling 

O_E 43/44_ .6 


5 6 7 8 9 10 

—Halfwaves 


Overcurrent characteristic curves (mean value) 
for heat sink E1, cooling type (S), i9a = 25° C, 
mains operation 40to 60 Hz. Parameters: 
basic load current /f(bl), current waveform 


. 1 I M I I I M M M 

0 10 20 30 40 50 60 70 "C 80 

— 

Overcurrent characteristic curves (mean value) 
for heat sink El, cooling type (S),^A = 25° C, 
mains operation 40 to 60 Hz. Parameters: 
basic load current /f(bl)» current waveform 




































Silicon Power Rectifiers 


Series SSiE43A, SSiE44A 


Intermittent operation with basic load for heat sink E1, 

cooling type (S), i9a = 45°C, mainsoperation40to60Hz 

Parameters: basic load current /f(bl), cycle time SD, current waveform 


E43/44 10 ^/f(BL) 
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Silicon Power Rectifiers 

40 AMP Avg; to 600 Volts 


Series 304 


■ Glass to metal construction 

■ Economical, general purpose rectifier 

■ High surge current capability 

■ Excelient reliability 



T 


T 




Dim. 

Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.427 

.447 

10.84 

11.35 


F 

.125 

.142 

3.17 

3.60 


G 

.... 

.450 

.... 

11.43 


H 

.220 

.249 

5.59 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.97 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.56 

4.44 

Dia. 


Note 1: Standard polarity: Stud is cathode 

y4-28UNF-2A Reverse polarity: Stud is anode 
Note 2: 

Full threads within IVz threads 



DO-203AB 

(DO-5) 




JEDEC 

Peak 

Catalog Number 

Numbers 

Reverse 

Standard 

Reverse 


Voltage 

S30410 

R30410 

1N1184,1N1184A 

100 

S30420 

R30420 

1N1186,1N1186A 

200 

S30440 

R30440 

1N1188,1N1188A 

400 

S30460 

R30460 

1N1190,1N1190A 

600 
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Silicon Power Rectifier 


Series 304 


Electrical Characteristics 


Reverse Blocking 

Repetitive peak reverse voltage "•OOV to 600V 

Maximum peak reverse current /pp^ 2.0mA rQ=150°C 


Forward Direction 

Maximum average forward 
current 

Maximum surge current 
Maximum peak forward voltage 

Maximum R 

Maximum recommended 
operating frequency 

1N1184A- 1N1184- 

1N1190A 1N1190 

^F(AV) 40 Amps 35 Amps Single phase, half-wave 

rc=155°C Tc = 144°C 

800 Amps 500 Amps One cycle of 60HZ sinewave 

VpM 1.19V max. 1.45V max. 1^ = 90A; = 25°C 

IH 2600 A^S lOOOA^S less than 8.33 ms 

10kHz 10kHz 

Thermal values 

Storage temp range 

Tgtg -65°Cto-f200oC 

Operating junction temp range 

Maximum thermal resistance 

Tj -65°Cto- h190°C 

junction to case 

RGjc 1.0°C/W 

Mechanical Characteristics 

Base 

Steel stud and base with a #10-32 UNF-2A thread for through 
mounting on a heat sink. Nickel plating prevents corrosion. 

Header 

Glass to metal construction. 

Weight 

Approximately 0.5 ounce (14 grams) 

Mounting Position 

May be mounted In any position 

Mounting Torque 

30 inch pounds maximum 

Dimensions 

In accordance with JEDEC DO-203Ab (DO-5) outline 
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Silicon Power Rectifier 


Series 304 











Power Disspiated—Watts 
























Silicon Power Rectifiers 

45 AMP Avg; Vrrm to 1200 Volts 


Series 34 


■ Glass to metal construction 

■ Lx)w forward voltage drop 

■ Excellent thermal fatigue capabiiity 

■ High surge current capability 
B Excellent reliability 


Dim. Inches 


Millimeter 



Minimum 

Maximum Minimum Maximum Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.427 

.447 

10.84 

11.35 


F 

.125 

.142 

3.17 

3.60 


G 

.... 

.450 

.... 

11.43 


H 

.220 

.249 

5.59 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.97 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.56 

4.44 

Dia. 


Note 1: Standard polarity: Stud is cathode 

V4-28UNF-2A Reverse polarity: Stud is anode 

Note 2: 

Full threads within IVz threads 



DO-203AB 

(DO-5) 




JEDEC 

Peak 

Catalog Number 

Numbers 

Reverse 

Standard 

Reverse 


Voltage 

S3410 

R3410 

1N1184,1N2459 

100 

S3420 

R3420 

1N1186,1N2461,1N2788,1N3968, 
1N4525 

200 

S3440 

R3440 

1N1190,1N2285,1N2467,1N3970, 
1N3969,1N4526 

400 

S3460 

R3460 

1N1190,1N2285,1N2467,1N3970, 
1N4527 

600 

S3480 

R3480 

1N2286,1N3766,1N3971,1N4528 

800 

S34100 

R34100 

1N2287,1N3768,1N4529 

1000 

S34120 

R34120 

1N2288,1N4530,1N5332 

1200 
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Silicon Power Rectifier 


Series 34 


Electrical Characteristics 

Reverse Blocking 



Repetitive peak reverse voitage 

'^RRM 

100V to 1200V 

Maximum peak reverse current 

^RRM 

2.0mA rc=150°C 

Forward Direction 



Maximum average forward current 

^F(AV) 

45 Amps Single phase, half-wave rating at 



o 

o 

CM 

CM 

1— 

ii 

Maximum surge current 

^FSM 

700 Amps One cycle of 60HZ sinewave 

Maximum peak forward voitage 

Vfm 

1.15V max. /p = 90A; Tq = 25 °C 

Maximum 

Ft 

2100 A^S less than 8.33 ms 

Maximum recommended 



operating frequency 


10kHz 

Thermal values 



Storage temp range 

^stg 

-65°Cto +200°C 

Operating junction temp range 

L 

-65°Cto +190OC 

Maximum thermal resistance 



junction to case 

Rejc 

1.25°C/W 

Mechanical Characteristics 



Base 

Steel stud and base with a #10-32 UNF-2A thread for through 


mounting on a heat sink. Nickel plating prevents corrosion. 

Header 

Glass to metal construction. 

Weight 

Approximately 0.5 ounce (14 grams) 

Mounting Position 

May be mounted in any position 

Mounting Torque 

30 Inch pounds maximum 

Dimensions 

In accordance with JEDEC DO-203AB (DO-5) outline 
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Forward Current—Average Amperes 


Silicon Power Rectifier 


Series 34 


Figure 1 

Maximum ioad current versus case temperature 


Figure 2 

Maximum power dissipation versus forward 
current 



110 120 130 140 150 160 170 180 190 200 
Diode Case Temperature—°C 



0 20 40 60 80 100 120 140 160180 


Forward Current—Average Amperes 


61 







Instantaneous Forward Current—Amperes 


Silicon Power Rectifier 


Figure 3 

Maximum forward characteristics 



Instantaneous Forward Voltage—Volts 


Figure 4 

Transient thermai impedance 


Peak Forward Current—Amps 


Series 34 










Silicon Power Rectifiers 

70 AMP Avg; to 1200 Volts 


Series 36 


B Glass to metal construction 
B Low leakage current series 
B High surge current capability 
B Low thermal resistance 
B High case temperature 
B Will meet high reliability requirements 


Dim. Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum 

Notes 

A -- 

.... 

.... 

.... 

1 

B .677 

.687 

17.19 

17.44 


c -- 

.793 

.... 

20.14 


D -- 

1.000 

.... 

25.40 


E .427 

.447 

10.84 

11.35 


F .125 

.142 

3.17 

3.60 


G -- 

.450 

.... 

11.43 


H .220 

.249 

5.59 

6.32 

2 

J 

.375 

.... 

9.52 


K .156 

.... 

3.97 

.... 


M -- 

.590 

.... 

14.98 

Dia. 

N -- 

.080 

.... 

2.03 


P .140 

.175 

3.56 

4.44 

DIa. 


Note 1: Standard polarity: Stud Is cathode 

‘4-28 UNF-2A Reverse polarity: Stud Is anode 

Note 2: 

Full threads within 2Vz threads 


Catalog Number 

Peak 

Reverse 

Standard 

Reverse 

Voltage 

S3610 

R3610 

100 

S3620 

R3620 

200 

S3640 

R3640 

400 

S3660 

R3660 

600 

S3680 

R3680 

800 

S36100 

R36100 

1000 

S36120 

R36120 

1200 



DO-203AB 

(DO-5) 
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Silicon Power Rectifier 


Series 36 


Electrical Characteristics 

Reverse Blocking 

Repetitive peak reverse voltage 100V to 1200V 

Maximum peak reverse current /rr^^ 2.0mA 7’c=150°C 

Forward Direction 
Maximum average forward current 

Maximum surge current 
Maximum peak forward voitage 
Maximum /^t 
Maximum recommended 
operating frequency 

Thermal values 

Storage temp range Tgtg - 65°C to + 200°C 

Operating junction temp range Tj - 65°C to + 190°C 

Maximum thermai resistance 

junction to case Rejc 0.65°C/W 


^F(AV) 

70 Amps 

Single phase, half-wave rating at 
7'c=138°C 

^FSM 

1200 Amps 

One cycle of 60HZ sinewave 

^FM 

1.25V max. 

/f = 200A; rc = 25°C 


6000 A^S 

less than 8.33 ms 


10kHz 



Mechanical Characteristics 
Base 


Header 

Weight 

Mounting Position 
Mounting Torque 
Dimensions 


High strength copper stud and base with a 1/4-28 UNF-2A thread for 
through mounting on a heat sink. Nickel plating of base prevents 
corrosion. 

Glass to metal construction. 

Approximately 0.6 ounce (17 grams) 

May be mounted in any position 
30 Inch pounds maximum 

In accordance with JEDEC DO-203AB (DO-5) outline 
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Silicon Power Rectifier 


Series 38 














Silicon Power Rectifier 


Series 36 


Figure 3 

Maximum forward characteristics 



Instantaneous Forward Voltage—Volts 


Figure 4 



.001 .01 0.1 1 10 100 


Figure 5 

Maximum surge current at rated load 



1 10 100 


Time in Seconds 


Time in Cycles 


66 






Silicon Power Rectifiers 

70 AMP Avg; Vrrm to 1200 Volts 


Series 306 


B Glass to metal construction 
B Economical, general purpose silicon rectifier 
B Soft recovery 
B High surge current capability 



Dim. Inches Millimeter 


Minimum Maximum Minimum Maximum Notes 


A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.427 

.447 

10.84 

11.35 


F 

.125 

.142 

3.17 

3.60 


G 

.... 

.450 

.... 

11.43 


H 

.220 

.249 

5.59 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.97 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.56 

4.44 

Dia. 

Note 1: Standarcd polarity: Stud is cathode 

V4-28 UNF-2A Reverse polarity: Stud is anode 

Note 2: 

Full threads within 2 V 2 threads 


Catalog Number 

JEDEC 

Peak 

Reverse 

Voltage 

Standard 

Reverse 


S306010F 

R306010F 

1N2129A 

100 

S306020F 

R306020F 

1N2131A 

200 

S306040F 

R306040F 

1N2135A 

400 

S306060F 

R306060F 

1N2138A 

600 

S306080F 

R306080F 


800 

S306100F 

R306100F 


1000 

S306120F 

R306120F 


1200 



DO-203AB 

(DO-5) 
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Silicon Power Rectifier 


Series 306 


Electrical Characteristics 

Reverse Blocking 



Repetitive peak reverse voitage 


100V to 1200V 

Maximum peak reverse current 

^RRM 

4.0mA rc=150°C 

Forward Direction 



Maximum average forward current 

^F(AV) 

70 Amps Single phase, half-wave rating at 



rc = 125®C 

Maximum surge current 

^FSM 

1200 Amps One cycle of 60HZ sinewave 

Maximum peak forward voltage 

Vfm 

1.25V max. /f = 200A; Tc = 25°C 

Maximum PX 

IH 

6000 A^S less than 8.33 ms 

Maximum recommended 



operating frequency 


10kHz 

Thermal values 



Storage temp range 

^stg 

-65°Cto -f200°C 

Operating junction temp range 


-65°Cto +190°C 

Maximum thermal resistance 



junction to case 

R0JC 

0.80 °C/W 

Mechanical Characteristics 



Base 

Steel stud and base with a 1/4-28 UNF-2A thread for through 


mounting on a heat sink. Nickel plating of base prevents corrosion. 

Header 

Glass to metal construction. 

Weight 

Approximately 0.5 ounce (14 grams) 

Mounting Position 

May be mounted in any position 

Mounting Torque 

30 inch pounds maximum 

Dimensions 

In accordance with JEDEC DO-203AB (DO-5) outline 
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Silicon Power Rectifiers 


Series 306 










Silicon Power Rectifiers 


Series 306 


Figure 3 

Maximum forward characteristics 



0 0.5 1.0 1.5 2.0 2.5 3.0 3.5 

Instantaneous Forward Voltage-Volts 


Figure 4 

Transient thermal impedance 



2 .001 .01 0.1 1 10 100 
Time in seconds 


Figure 5 

Maximum surge current at rated load 



1 10 100 


Time in Cycles 
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Silicon Power Rectifiers 

85 AM P Avg; to 1200 Volts 


Series 37 


■ Glass to metal construction 

■ Low leakage current series 

■ Highest current DO-5 available 

■ High surge current capability 

■ Excellent thermal fatigue capability 

■ Low thermal resistance 

■ Will meet high reliability requirements 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.427 

.447 

10.84 

11.35 


F 

.125 

.142 

3.17 

3.60 


G 

.... 

.450 

.... 

11.43 


H 

.220 

.249 

5.59 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.97 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.56 

4.44 

Dia. 


Note 1: Standard polarity: Stud is cathode 

V4-28UNF-2A Reverse polarity: Stud is anode 

Note 2: 

Full threads within IVi threads 


Catalog Number 

Peak 

Reverse 

Standard 

Reverse 

Voltage 

S3710 

R3710 

100 

S3720 

R3715 

R3720 

200 

S3740 

R3740 

400 

S3760 

R3770 

700 

S3780 

R3780 

800 

S37100 

R37100 

1000 

S37120 

R37120 

1200 




DO-203AB 

(DO-5) 


71 





Silicon Power Rectifier 


Series 37 


Electrical Characteristics __ 

Reverse Blocking 

Repetitive peak reverse voltage 100V to 1200V 

Maximum peak reverse current /rr^^ 2.0mA 7c = 150®C 

Forward Direction 

Maximum average forward current 

Maximum surge current 
Maximum peak forward voltage 
Maximum Ft 
Maximum recommended 
operating frequency 

Thermal values 

Storage temp range Tg^g - 65°C to + 200°C 

Operating junction temp range Tj - 65°C to + 190°C 

Maximum thermal resistance 
junction to case Rejc 0.6°C/W 


^F(AV) 

85 Amps 

Single phase, half-wave rating at 
7c=:132‘>C 


1500 Amps 

One cycle of 60HZ sinewave 

'^FM 

1.15V max. 

/p = 200A;7c = 25oC 


9300 A^S 

less than 8.33 ms 


10kHz 



Mechanical Characteristics 
Base 


Header 

Weight 

Mounting Position 
Mounting Torque 
Dimensions 


High strength copper stud and base with a 1/4-28 UNF-2A thread for 
through mounting on a heat sink. Nickel plating of base prevents 
corrosion. 

Glass to metal construction. 

Approximately 0.6 ounce (17 grams) 

May be mounted in any position 
30 Inch pounds maximum 

in accordance with JEDEC DO-203AB (DO-5) outline 
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Silicon Power Rectifier 


Series 37 


Figure 3 

Maximum forward characteristics 



Instantaneous Forward Voltage—Volts 


Figure 4 Figures 

Transient thermai impedance Maximum surge current at rated ioad 



Time in Cycles 
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Time in Seconds 





















Silicon Power Rectifiers 

85 AMP Avg; Vrrm to 600 Volts 


Series 307 


■ Glass to metal construction 
B Low forward voltage drop 
B Designed for a wide range of applications 
B Economical, high current, low voltage rectifier 
B High surge current capabiiities 


Dim. 

inches 


Miiiimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.427 

.447 

10.84 

11.35 


F 

.125 

.142 

3.17 

3.60 


G 

.... 

.450 

.... 

11.43 


H 

.220 

.249 

5.59 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.97 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.56 

4.44 

Dia. 


Note 1: Standard polarity: Stud is cathode 

V4-28UNF-2A Reverse polarity: Stud is anode 

Note 2: 

Full threads within 2 V 2 threads 


Cataiog Number 

Peak 

Reverse 

Voitage 

Standard 

Reverse 

S307010F 

R307010F 

100 

S307020F 

R307020F 

200 

S307040F 

R307040F 

400 

S307060F 

R307060F 

600 




DO-203AB 

(DO-5) 
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Silicon Power Rectifier 


Series 307 


Electrical Characteristics 



Reverse Blocking 

Repetitive peak reverse voltage 

'^RRM 

100V to 600V 

Maximum peak reverse current 

^RRM 

4.0mA Tc = 150°C 

Forward Direction 

Maximum average forward current 

^F{AV) 

85 Amps Single phase, half-wave rating at 

Maximum surge current 

^FSM 

Tc = 105°C 

1500 Amps One cycle of 60HZ sinewave 

Maximum peak forward voltage 

VPM 

1.1V max. /f = 200A; Tc = 25°C 

Maximum 

PX 

9300 A^S less than 8.33 ms 

Maximum recommended 
operating frequency 


10kHz 

Thermal values 

Storage temp range 

^stg 

-65°Cto -f-200°C 

Operating junction temp range 

h 

-65°Cto -f-190°C 

Maximum thermal resistance 
junction to case 

/?0JC 

0.80 °C/W 


Mechanical Characteristics 
Base 

Header 

Weight 

Mounting Position 
Mounting Torque 
Dimensions 


Steei stud and base with a 1/4-28 UNF-2A thread for through 
mounting on a heat sink. Nickei piating prevents corrosion. 
Giass to metal construction. 

Approximately 0.5 ounce (14 grams) 

May be mounted in any position 
30 inch pounds maximum 

in accordance with JEDEC DO-203AB (DO-5) outline 
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Forward Current-Average Amperes 


Silicon Power Rectifier 


Series 307 


Figure 1 

Maximum ioad current versus case temperature 



100 110 120 130140150160170180190 
Diode Case Temperature-° C 


Figure 2 

Maximum power dissipation versus forward 
current 



0 20 40 60 80 100 120 140 

Forward Current-Average Amperes 
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Transient Thermal Impedance-® C/Watt s' ~ Instantaneous Forward Current-Amperes 


Silicon Power Rectifier 


Series 307 



1 


10 


100 















Silicon Power Rectifiers 

125 AMP Avg; Vrrm up to 1200 Volts 


Series 42 


■ Glass to metal construction 

■ Available in two types of lead configurations 

■ Soft recovery 

■ Rugged construction for industrial service 


Dim. 

Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.050 

1.060 

26.67 

26.92 


C 

.... 

1.166 

.... 

29.61 


D 

4.3 

4.7 

109.22 

119.38 


F 

.610 

.640 

15.49 

16.25 


G 

.213 

.233 

5.41 

5.66 


H 

.... 

.745 

.... 

18.92 


J 

.344 

.373 

8.74 

9.47 


K 

.276 

.286 

7.01 

7.26 


M 

.465 

.515 

11.81 

13.08 


R 

.... 

.850 

.... 

21.59 

Dia. 

T 

1.426 

.... 

36.22 

.... 


AA 

.427 

.437 

10.84 

11.09 


BB 

.... 

.... 

.... 

.... 

3 

CC 

.407 

.... 

10.33 

.... 



Note1: Standard Polarity: Stud is cathode 

3/8-24 UNF-2A Reverse Poiarity: Stud is anode 

Note 2: 




LT 

CC |r 

y-BB 

rn 

t 

r 

1 * i i 

r T ■) G 1 1 


n— 

_L 

Top Stud 


Full threads within 21/2 threads 
Note 3: 

V4-28UNF-2A 



DO-205AA 

(DO-8) 




JEDEC 

Peak 

Catalog Number 

Numbers 

Reverse 

Standard 

Reverse 


Voltage 

S4210 

R4210 

1N412B, 1N1397,1N2427,1N2437, 
1N3140,1N3288,1N4878 

100 

S4220 

R4220 

1N413B, 1N 1399,1 N2429,1N2439, 
1N3142,1N3289,1N3972 

200 

S4230 

R4230 

1N1400,1N2431,1N2441,1N3290 

300 

S4240 

R4240 

1N1401,1N2433,1N2443,1NH3921, 
1N3973 

400 

S4250 

R4250 

1N1402,1N2434,1N2444,1N3292 

500 

S4260 

R4260 

1N1403,1N2435,1N2445,1N3293, 
1N3974 

600 

S4280 

R4280 

1N3294,1N3975 

800 

S42100 

R42100 

1N3295 

1000 

S42120 

R42120 

1N3296 

1200 



Note: All Series 42 Rectifiers are available 




with either a lead terminal or top stud 
terminal. When ordering a top stud device, 
add the suffix “TS” to the catalog number. 
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Silicon Power Rectifier 


Series 42 


Electrical Characteristics 

Reverse Blocking 

Repetitive peak reverse voitage 

'^RRM 

100V to 1200V 

Maximum peak reverse current 

^RRM 

5.0mA Tc = 150X 

Forward Direction 

Maximum average forward current 

^F(AV) 

125 Amps Single phase, half-wave rating at 


Tc = 130°C 

Maximum surge current 

VsM 

1800 Amps One cycle of 60HZ sinewave 

Maximum peak forward voltage 

'^FM 

1.2V max. = 200A; Tq = 25 °C 

Maximum /^t 

Maximum recommended 

Pt 

13500 A^S less than 8.33 ms 

operating frequency 


7.5kHz 

Thermal values 

Storage temp range 

^stg 

-60°Cto +200°C 

Operating junction temp range 
Maximum thermal resistance 

h 

-65°Cto +190°C 

junction to case 

RGjc 

0.4°C/W 

Mechanical Characteristics 



Base 

High strength copper stud and base with a 3/8-24 UNF-2A thread for 
through mounting on a heat sink. Nickel plating of base prevents 


corrosion. 


Header 

Glass to metal construction. 

Weight 

Approximately 2.75 ounce (78 grams) 

Mounting Position 

May be mounted in any position 

Mounting Torque 

125 inch pounds maximum 

Dimensions 

In accordance with JEDEC DO-205AA (DOS) outline or Top Stud 
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Forward Current—Average Amperes 


Silicon Power Rectifiers 


Series 42 


Figure 1 

Maximum load current versus case temperature 
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Figure 2 

Maximum power dissipation versus forward 
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Silicon Power Rectifier 


Series 42 


Figure 3 

Maximum forward characteristics 
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Figure 4 

Transient thermal impedance 


Figure 5 

Maximum surge current at rated load 
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Silicon Power Rectifiers 

150 AMP Avg; \/rrm up to 1200 Volts 


Series 43 


■ Glass to metal construction 

■ Available In two types of lead configurations 

■ Highest current DO-8 available 
B l_ow thermal resistance 

B High surge current capability 
B Excellent reliability 


Dim 

. Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.050 

1.060 

26.67 

26.92 


C 

.... 

1.166 

.... 

29.61 


D 

4.3 

4.7 

109.22 

119.38 


F 

.610 

.640 

15.49 

16.25 


G 

.213 

.233 

5.41 

5.66 


H 

.... 

.745 

.... 

18.92 


J 

.344 

.373 

8.74 

9.47 


K 

.276 

.286 

7.01 

7.26 


M 

.465 

.515 

11.81 

13.08 


R 

.... 

.850 

.... 

21.59 

Dia. 

T 

1.426 

.... 

36.22 

.... 


AA 

.427 

.437 

10.84 

11.09 


BB 

.... 

.... 

.... 

.... 

3 

CC 

.407 

.... 

10.33 

.... 



Note 1: Standard Polarity: Stud is cathode 

3/8-24 UNF-2A Reverse Polarity: Stud is anode 

Note 2: 



Top Stud 


Full threads within 21/2 threads 
Note 3: 

V4-28 UNF-2A 


T 

r 

d 



; D 

L 

i 

— f 


I t 1 

1_1 

DO-205AA 

(DO-8) 


Catalog Number 

Standard Reverse 

JEDEC 

Numbers 

Peak 

Reverse 

Voltage 

S4310 

R4310 

1N412B,1N3288A, 

100 

S4320 

R4320 

1N3289A, 

200 

S4330 

R4330 

1N3290A, 

300 

S4340 

R4340 

1N3291A, 

400 

S4350 

R4350 

1N3292A, 

500 

S4360 

R4360 

1N3293A, 

600 

S4380 

R4380 

1N3294A, 

800 

S43100 

R34100 

1N3295A, 

1000 

S43120 

R43120 

1N3296A, 

1200 

Note: All Series 42 Rectifiers are available with either a lead terminal or top stud terminal. When ordering a top stud 
device, add the suffix “TS” to the catalog number. 
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Silicon Power Rectifier 


Series 43 


Electrical Characteristics _ 

Reverse Blocking 

Repetitive peak reverse voltage 100V to 1200V 

Maximum peak reverse current /rpi^ 5.0mA rc = 150°C 

Forward Direction 

Maximum average forward current 

Maximum surge current 
Maximum peak forward voltage 
Maximum Ft 
Maximum recommended 
operating frequency 

Thermal values 

Storage temp range T^^g - 65°C to + 200°C 

Operating junction temp range Tj - 65°C to + 190°C 

Maximum thermal resistance 

junction to case Rejc 0.35°C/W 


^F(AV) 

150 Amps 

Single phase, half-wave rating at 
rc = 125°C 

^FSM 

2500 Amps 

One cycle of 60HZ sinewave 

'^FM 

1.1V max. 

/F = 200A;rc = 25°C 

PX 

26000 A^S 

less than 8.33 ms 


7.5kHz 



Mechanical Characteristics 
Base 


Header 

Weight 

Mounting Position 
Mounting Torque 
Dimensions 


High strength copper stud and base with a 3/8-24 UNF-2A thread for 
through mounting on a heat sink. Nickel plating of base prevents 
corrosion. 

Glass to metal construction. 

Approximately 2.75 ounce (78 grams) 

May be mounted in any position 
125 inch pounds maximum 

In accordance with JEDEC DO-205AA (D08) outline or Top Stud 
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Forward Current—Average Amperes 


Silicon Power Rectifier 


Series 43 






Silicon Power Rectifier 


Series 43 


Maximum forward characteristics 



Instantaneous Forward Voltage—Volts 


Figure 4 

Transient thermai impedance 


Figure 5 

Maximum surge current at rated ioad 
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Silicon Power Rectifiers 

250 AMP Avg; \^rrm up to 1200 Volts 


Series 53 


■ Ceramic header with top stud or flex lead 

■ High surge current capability 

■ Excellent reliability 


Dim 

. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.237 

1.243 

31.41 

31.57 


C 

.... 

1.360 

.... 

34.54 


D 

5.00 

6.00 

127.00 

152.40 


F 

.797 

.827 

20.24 

21.00 


G 

.302 

.322 

7.67 

8.17 


H 

.... 

1.377 

.... 

34.97 


J 

.660 

.749 

16.77 

19.02 

2 

K 

.338 

.348 

8.58 

8.83 


M 

.665 

.755 

16.89 

19.17 


R 

.... 

1.020 

.... 

259.08 


T 

2.419 

.... 

61.44 

.... 


AA 

.552 

.562 

14.02 

14.27 


BB 

.... 

.... 

.... 

.... 

3 

CC 

.605 

.... 

15.36 

.... 



Note 1: Standard Polarity: Stud is cathode 

3/4-16 UNF-2A Reverse Polarity: Stud is anode 

Note 2: 

Full threads within 21/2 threads 
Note 3: 

3/8-24 UNF-2 A 




D 


Top Stud 


DO-205AB 

(DO-9) 



NOTE: 

All Series 53 Rectifiers are available with either a lead terminal or 
top stud terminal. When ordering a top stud device, add the suffix 
“TS” to the catalog number. 




JEDEC 

Peak 

Cataiog Number 

Numbers 

Reverse 

Standard 

Reverse 


Voltage 

S5380 

R5380 

1N2066,1N3172,1N3172A, 1N3741, 
1N3979 

800 

S53100 

R53100 

1N2068,1N3174,1N31744,1N3742 

1000 

S53120 

R53120 

1N3743 

1200 
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Silicon Power Rectifier 


Series 53 


Electrical Characteristics _ 

Reverse Blocking 

Repetitive peak reverse voitage Vrr^^ 800V to 1200V 

Maximum peak reverse current /rr^^ 10mA 7 q = 150°C 

Forward Direction 

Maximum average forward current 

Maximum surge current 
Maximum peak forward voitage 
Maximum /^t 
Maximum recommended 
operating frequency 

Thermal values 

Storage temp range Tgtg - 65°C to + 200®C 

Operating junction temp range Tj -65°Cto+190®C 

Maximum thermal resistance 

junction to case Rejc 0.18°C/W 


^F(AV) 

250 Amps 

Single phase, half-wave rating at 

Tc = 12200 

hsM 

4500 Amps 

One cycle of 60HZ sinewave 


1.2V max. 

/F = 300A;rc = 25oC 

/n 

84000 A^S 

less than 8.33 ms 


7.5kHz 



Mechanical Characteristics 
Base 


Header 

Weight 

Mounting Position 
Mounting Torque 
Dimensions 


High strength copper stud and base with a 3/4-16 UNF-2A thread foi 
through mounting on a heat sink. Nickel plating of base prevents 
corrosion. 

Ceramic header construction. 

Approximately 8.5 ounce (240 grams) 

May be mounted in any position 
300 inch pounds ± /- 25 inch pounds 

In accordance with JEDEC DO-205AB (D09) outline or Top Stud 
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Forward Current—Average Amp 


Silicon Power Rectifier 


Series 53 


Figure 1 

Maximum ioad current versus case temperature 



Figure 2 

Maximum power dissipation versus forward 
current 
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Silicon Power Rectifier 


Series 53 


Figure 3 

Maximum forward characteristics 
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Silicon Power Rectifiers 

300 AMP Avg; Vrrm up to 600 Volts 


■ Glass to metal header construction 

■ High surge current capability 

■ Two case styies avaiiable 

■ Soft recovery 

■ Rugged construction for industrial service 

■ Highest current DO-9 available 


Dim 

. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.237 

2.243 

31.41 

56.97 


C 

.... 

1.360 

.... 

34.54 


D 

4.948 

5.242 

125.67 

133.14 


F 

.797 

.827 

20.24 

21.00 


G 

.302 

.322 

7.67 

8.17 


H 

.... 

1.377 

.... 

34.97 


J 

.660 

.749 

16.77 

19.02 

2 

K 

.338 

.348 

8.58 

8.83 


M 

.665 

.755 

16.89 

19.17 


R 

.... 

1.020 

.... 

259.08 


T 

2.419 

.... 

61.44 

.... 


AA 

.552 

.562 

14.02 

14.27 


BB 

.... 

.... 

.... 

.... 

3 

CC 

.605 

.... 

15.36 

.... 



Note1: Standard Polarity: Stud is cathode 

V4-16UNF-2A Reverse Poiarity: Stud is anode 

Note 2: 




Top Stud 


Fuli threads within 21/2 threads 
Note 3: 

3/8-24 UNF-2A 


Catalog Number 

Peak Reverse Voltage 

Standard 

Reverse 


S50410 

R50410 

100 

S50420 

R50420 

200 

S50430 

R50430 

300 

S50440 

R50440 

400 

S50450 

R50450 

500 

S50460 

R50460 

600 


* All Series 504 Rectifiers are available with either a lead terminal or top stud 
terminal. When ordering a top stud device, add the suffix “TS” to the catalog 
number. 


Series 504 



DO-205AB 

(DO-9) 
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Silicon Power Rectifier 


Series 504 


Electrical Characteristics 



Reverse Blocking 

Repetitive peak reverse voltage 

'^RRM 

100 V to 600V 

Maximum peak reverse current 

^RRM 

10mA Tc = 150°C 

Forward Direction 

Maximum average forward current 

h{AV) 

300 Amps Single phase, half-wave rating at 

Maximum surge current 

IpSM 

rc = 132®C 

5000 Amps One cycle of 60HZ sinewave 

Maximum peak forward voltage 

VPM 

1.45V max. /f= 1500A: Tc = 25°C 

Maximum R 

/2t 

104000 A^S less than 8.33 ms 

Maximum recommended 
operating frequency 


7.5kHz 

Thermal values 

Storage temp range 

^stg 

-65°Cto +200°C 

Operating junction temp range 

h 

-65°Cto -f-190°C 

Maximum thermal resistance 
junction to case 

R0JC 

0.18°C/W 


Mechanical Characteristics 
Base 


Header 

Weight 

Mounting Position 
Mounting Torque 
Dimensions 


High strength copper stud and base with a 3/4-16 UNF-2A thread for 
through mounting on a heat sink. Nickei plating of base prevents 
corrosion. 

Glass to metal construction. 

Approximately 8.5 ounce (240 grams) 

May be mounted in any position 
300 inch pounds ±/- 25 inch pounds 

In accordance with JEDEC DO-205AB (D09) outline or Top Stud 
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Average Forward Current Amperes 


Silicon Power Rectifier 


Series 504 


Figure 1 Figure 2 

Maximum load current versus case temperature Maximum power dissipation versus forward 

current 
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Silicon Power Rectifier 


Series 504 


Figure 3 

Maximum forward characteristics 



Instantaneous Forward Voltage—Volts 


Figure 4 Figure 5 

Transient thermai impedance Maximum surge current at rated ioad 
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Rectifiers, Fast Recovery 




Silicon Rectifiers/Fast Recovery 

6 AMP Avg; 1 /rrm up to 400 Volts 


■ 6 Amperes Average, Tq = 100 °C 

■ 300 Nanoseconds Recovery Time at 20 Amperes 

■ 200 Nanoseconds Recovery Time at 1.0 Amperes 

■ Biocking Voitage to 400 Voits 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.427 

.437 

10.84 

11.09 


C 

.... 

.505 

.... 

12.82 


D 

.... 

.800 

.... 

20.32 


E 

.432 

.442 

10.97 

11.22 


F 

.095 

.105 

2.41 

2.66 


G 

.... 

.386 

.... 

9.80 


H 

.163 

.189 

4.15 

4.80 

2 

J 

.... 

.250 

.... 

6.35 


M 

.... 

.280 

.... 

7.11 


N 

.... 

.050 

.... 

1.27 


P 

.088 

.095 

2.23 

2.41 



Note 1: Standard polarity: Stud is cathode 

No. 10-32 UNF-2A Reverse polarity: Stud is anode 
Note 2: 

Full threads within 2 V 2 threads 


Catalog Number 


JEDEC Peak 

Numbers* Reverse 

Voltage 


Standard Reverse 


S006AADF 

R006AADF 

1N3879 

50 

S00601DF 

R00601DF 

1N3880 

100 

S00602DF 

R00602DF 

1N3881 

200 

S00603DF 

R00603DF 

1N3882 

300 

S00604DF 

R00604DF 

1N3883 

400 


*To indicate reverse polarity, 
add suffix “R” to JEDEC number; 
Example: 1N3879R 


Series 006 
1N3879-1N3883 



DO-203AA 

(DO-4) 
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Silicon Rectifiers, Fast Recovery 


Series 006 


Electrical Characteristics 

Reverse Blocking 

Repetitive peak reverse voitage 

^RRM 

50V to 400V 


Maximum peak reverse current 

^RRM 

1.0mA 

7c=100°C 



15/iA 

rc = 25°C 

Forward Direction 

Maximum average forward current 

^F(AV) 

6.0 Amps 

Single phase, half-wave rating at 
rc = 100®C 

Maximum surge current 

^FSM 

75 Amps 

One half cycle of 60 Hz sinewave 

Maximum peak forward voitage 

^FM 

1 AM max. 

/pM = 19A,rc = 25°C 


'^FM 

1.5V max. 

/fm = 19A, rc=ioo°c 

Maximum IH 

in 

23A2S 

less than 8.33 ms 

Reverse Recovery Values 

Maximum reverse recovery time 


200 ns 

/fm = 1.0A, Vr = 30V 
(see figure 7) 

Maximum reverse recovery time 


300 ns 

/fm = 20A, dl/dt = 25A/,.s 

fpi2;iS,/RM(REC) = 4-0A 

(see figure 8) 

Thermal values 




Storage temp range 

^stg 

-65°Cto +175°C 

Operating junction temp range 

h 

-65°Cto +150°C 

Maximum thermai resistance 




junction to case 

Rejc 

3.0°C/W 


Mechanical Characteristics 




Base 

Steel stud and base with a 10-32 UNF-2A thread for through 
mounting on a heat sink. Nickel plating prevents corrosion. 

Header 

Glass to metal construction. 


Weight 

Approximately 0.16 ounce (4.5 grams) 

Mounting Position 

May be mounted in any position 

Mounting Torque 

30 inch pounds maximum 


Dimensions 

In accordance with JEDEC DO-203AA (D04) outline 
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Silicon Rectifiers, Fast Recovery 


Series 006 




























































Silicon Rectifiers, Fast Recovery 


Series 006 


Figure 6 

Reverse recovery time 



Figure 9 



1.0 5.0 10 50 100 

Rate of Fall of Current 
di/dt - Amperes per juSecond 


Figure 7 

Former JEDEC reverse recovery circuit 



Figure 10 

Typicai recovered charge at Tj = 100®C 



Rate of Fall of Current 
di/dt - Amperes per iiSecond 


Figure 8 

JEDEC Reverse recovery circuit 



Figure 11 

Typicai recovered charge at Tj = 150 



1.0 5.0 10 50 100 

Rate of Fall of Current 
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Silicon Rectifiers, Fast Recovery 


Series 006 








































Silicon Rectifiers/Fast Recovery 

12 AMP Avg; Vrrm up to 400 Volts 


m 12 Amperes Average, Tq = 100°C 
B 200 Nanoseconds Recovery Time at 1.0 Amperes 
D Blocking Voltage to 400 Volts 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.427 

.437 

10.84 

11.09 


C 

.... 

.505 

.... 

12.82 


D 

.... 

.800 

.... 

20.32 


E 

.432 

.442 

10.97 

11.22 


F 

.095 

.105 

2.41 

2.66 


G 

.... 

.386 

.... 

9.80 


H 

.163 

.189 

4.15 

4.80 

2 

J 

.... 

.250 

.... 

6.35 


M 

.... 

.280 

.... 

7.11 


N 

.... 

.050 

.... 

1.27 


P 

.088 

.095 

2.23 

2.41 



Note 1: Standard polarity: Stud is cathode 

No. 10-32 UNF-2A Reverse polarity: Stud is anode 
Note 2: 

Full threads within 2y2 threads 


Catalog Number JEDEC Peak 

Polarity Numbers* Reverse 

Voltage 


Standard 

Reverse 



S012AADF 

R012AADF 

1N3889 

50 

SOI 201DF 

R01201DF 

1N3890 

100 

S01202DF 

R01202DF 

1N3891 

200 

S01203DF 

R01203DF 

1N3892 

300 

S01204DF 

R01204DF 

1N3893 

400 


*To indicate reverse polarity, 
add suffix “R” to JEDEC number; 
Example: 1N3879R 


Series 012 
1N3889-1N3893 



c ^ 

.-■■f ' 7 ! I 



DO-203AA 

(DO-4) 
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Silicon Rectifiers, Fast Recovery 


Series 012 


Electrical Characteristics 

Reverse Blocking 


Repetitive peak reverse voltage 
Maximum peak reverse current 

'^RRM 

^RRM 

50V to 400V 

3.0mA 

25tiA 

rc = ioo°c 

Tc = 25°C 

Forward Direction 

Maximum average forward current 

^F{AV) 

12 Amps 

Single phase, half-wave rating at 

Tc = 100°C 

Maximum surge current 

^FSM 

150 Amps 

One half cycle of 60 Hz sinewave 

Maximum peak forward voltage 

^FM 

1.4V max. 

^FM = 25 °C 


^FM 

1.5V max. 

/fm = 38A, Tc=m°C 

Maximum Ft 

IH 

93 A^S 

less than 8.33 ms 

Reverse Recovery Values 

Maximum reverse recovery time 

trr 

200 ns 

/™ = 1-0A,Vr = 30V 
(see figure 7) 

Maximum reverse recovery time 

trr 

300 ns 

/p^ = 40A,dl/dt = 25A//iS 
»pS:4mS,/rm(REC) = 5-0A 
(see figure 8) 

Thermal values 

Storage temp range 

^stg 

-65oCto +175 

;°c 

Operating junction temp range 

Maximum thermal resistance 

h 

-65°Cto +150°C 

junction to case 

RQjC 

3.0°C/W 



Mechanical Characteristics 

Base Steel stud and base with a 10-32 UNF-2A thread for through 

mounting on a heat sink. Nickel plating prevents corrosion. 
Header Glass to metal construction. 

Weight Approximately 0.16 ounce (4.5 grams) 

Mounting Position May be mounted in any position 

Mounting Torque 30 inch pounds maximum 

Dimensions In accordance with JEDEC DO-203AA (D04) outline 


102 



Silicon Rectifiers, Fast Recovery 


Series 012 


Figure 1 

Maximum case temperature 



Maximum Case Temperature - °C 


Figure 2 



0.4 0.8 1.2 1.6 2.0 2.4 2.8 3.2 


Instantaneous Forward Voltage • Volts 


Figure 3 

Maximum power dissipation 



0 2 4 6 8 10 12 14 


Average Forward Current - Amperes 


Figure 4 

Maximum nonrepetitive surge current at 
rated load conditions 



Figure 5 

Maximum transient thermal impedance 
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Silicon Rectifiers, Fast Recoveiy 


Series 012 


Figure 6 

Reverse recovery time 



Figure 9 



1.0 2.0 5.0 10 20 50 100 

Rate of Fall of Current 
di/dt - Amperes per juSecond 


Figure 7 

Former JEDEC reverse recovery circuit 



Figure 10 

Typical recovered charge at Tj = lOO^C 



1.0 2.0 5.0 10 20 50 100 

Rate of Fall of Current 
di/dt - Amperes per ^Second 


Figure 8 


JEDEC Reverse recovery circuit 



Figure 11 

Typical recovered charge at Tj = 150°C 
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^ ° 0.01 
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Rate of Fall of Current 
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Silicon Rectifiers, Fast Recovery 


Series 012 















































Silicon Rectifiers/Fast Recovery 

15 AMP Avg; Vrrm up to 300 Volts 


Series 016 


■ 15 Amperes Average, Tq = 100°C 

■ 225 Nanoseconds Recovery Time at 50 Amperes 

■ 100 Nanoseconds Recovery Time at 1.0 Amperes 

■ Biocking Voltage to 300 Voits 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.427 

.437 

10.84 

11.09 


C 

.... 

.505 

.... 

12.82 


D 

.... 

.800 

.... 

20.32 


E 

.432 

.442 

10.97 

11.22 


F 

.095 

.105 

2.41 

2.66 


G 

.... 

.386 

.... 

9.80 


H 

.163 

.189 

4.15 

4.80 

2 

J 

.... 

.250 

.... 

6.35 


M 

.... 

.280 

.... 

7.11 


N 


.050 

.... 

1.27 


P 

.088 

.095 

2.23 

2.41 



Note 1: Standard polarity: Stud is cathode 

No. 10-32 UNF-2A Reverse polarity: Stud is anode 
Note 2: 

Full threads within 2 V 2 threads 

Catalog Number Peak 

Reverse 

Voltage 


Standard Reverse 


S016AADF 

R016AADF 

50 

S01601DF 

R01601DF 

100 

S01602DF 

R01602DF 

200 

S01603DF 

R01603DF 

300 
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Silicon Rectifiers, Fast Recovery 


Series 016 


Electrical Characteristics 

Reverse Blocking 

Repetitive peak reverse voltage 

^RRM 

50V to 300V 


Maximum peak reverse current 

^RRM 

5.0mA 

rc=150°C 



15/1A 

Tc = 25°C 

Forward Direction 

Maximum average forward current 

^F(AV) 

15 Amps 

Single phase, half-wave rating at 
rc=ioo°c 

Maximum surge current 

VsM 

250 Amps 

One half cycle of 60 Hz sinewave 

Maximum peak forward voltage 

'^FM 

1.15V max. 

/fm = 30A, rc = 25°C 

Maximum 

in 

260 A^S 

less than 8.33 ms 

Reverse Recovery Values 

Maximum reverse recovery time 

trr 

100 ns 

;p„ = 1.0A, V'r = 30V 
(see figure 7) 

Maximum reverse recovery time 

trr 

225 ns 

/p„ = 50A,cli/dt = 25A//iS 
fp^6.3(js,/ r„(rec) = 6.0A 
(see figure 8) 

Thermal values 




Storage temp range 

^stg 

-65°Cto -t-175°C 

Operating junction temp range 

Tj 

-65°Cto +150°C 

Maximum thermal resistance 




junction to case 

RQjc 

3.2°C/W 


Mechanical Characteristics 




Base 

Steel stud and base with a 10-32 UNF-2A thread for through 
mounting on a heat sink. Nickel plating prevents corrosion. 

Header 

Glass to metal construction. 


Weight 

Approximately 0.16 ounce (4.5 grams) 

Mounting Position 

May be mounted in any position 

Mounting Torque 

30 inch pounds maximum 


Dimensions 

In accordance with JEDEC DO-203AA (D04) outline 
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Average Forward Current - Amperes 


Silicon Rectifiers/Fast Recovery 


Series 016 



























































Silicon Rectifiers/Fast Recovery 


Series 016 


Figure 6 

Reverse recovery time 



20 40 60 80 100 120 140 160 


Junction Temperature - °C 


Figure 9 



1.0 2.0 5.0 10 20 50 100 

Rate of Fall of Current di/dt = Amperes per /iSecond 


Figure 7 

Former JEDEC reverse recovery circuit 



Figure 10 

Typicai recovered charge at Tj = 100**0 



1.0 2.0 5.0 10 20 50 100 

Rate of Fall of Current di/dt = Amperes per ^Second 


Figure 8 

JEDEC Reverse recovery circuit 





Figure 11 

Typicai recovered charge at Tj = 150°C 



120 VAC 
60 Hz 




R«0.25n 

L«0.01aiH 


1.0A 

























Silicon Rectifiers/Fast Recovery 


Series 016 


Figure 12 

Typical junction capacitance 



0.1 0.2 0.5 1.0 2.0 5.0 10 20 50 100 

Reverse Voltage - Volts 


Typical Reverse current 


Figure 13 

Effects of temperature 



Figure 14 

Effects of reverse voltage 
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Silicon Rectifiers/Fast Recovery 

20 AMP Avg; Vrrm up to 400 Volts 


1N3899-1N3903 


■ 20 Amperes Average, Tq = 100°C 

■ 200 Nanoseconds Recovery Time at 1.0 Amperes 

■ Blocking Voltage to 400 Volts 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.427 

.447 

10.84 

11.35 


F 

.125 

.142 

3.17 

3.60 


G 

.... 

.450 

.... 

11.43 


H 

.220 

.249 

5.59 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.97 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.55 

4.44 

Dia 


Note 1: Standard polarity: Stud is cathode 

V4-28UNF-2A Reverse polarity: Stud is anode 




Note 2: 

Fuii threads within 2y2 threads 


DO-203AB 

(DO-5) 



JEDEC 

Numbers* 

Peak 

Reverse 

Voltage 

1N3899 

50 

1N3900 

100 

1N3901 

200 

1N3902 

300 

1N3903 

400 


*To indicate reverse polarity, 
add suffix “R” to JEDEC number; 
Example: 1N3899R 
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silicon Rectifiers, Fast Recovery 


1N3899-1N3903 


Electrical Characteristics 


Reverse Blocking 

Repetitive peak reverse voltage 
Maximum peak reverse current 

'^RRM 

^RRM 

50V to 600V 

6.0mA 

50/iA 

Tc=150°C 

Tc = 25°C 

Forward Direction 

Maximum average forward current 

^F(AV) 

20 Amps 

Single phase, half-wave DC rating at 
Tc = 100°C 

Maximum surge current 

^FSM 

225 Amps 

One cycle of 60HZ sinewave 

Maximum peak forward voltage 

'^FM 

1.4V max. 

/fm = 63A, Tc = 25°C 

Maximum I^X 

FX 

260 A^S 

greater than 5.0 ms 

Reverse Recovery Values 

Maximum reverse recovery time 

frr 

200 ns 

/pm = 1.0A,Vr = 30V 
(see figure 7) 

Maximum reverse recovery time 

frr 

350 ns 

/pM = 65A,di/dt = 25A//»s 
fpi6.5fts, /rm(REC) = 

(see figure 8) 

Thermal values 

Storage temp range 

^stg 

- 65°C to-1-175°C 

Operating junction temp range 
Maximum thermal resistance 

h 

-65°Cto -f150°C 

junction to case 

Rgjc 

1.8°C/W 



Mechanical Characteristics 
Base 

Header 

Weight 

Mounting Position 
Mounting Torque 
Dimensions 


Steel stud and base with a 10-32 UNF-2A thread for through 
mounting on a heat sink. Nickel plating prevents corrosion. 
Glass to metal construction. 

Approximately 0.5 ounce (14 grams) 

May be mounted in any position 
30 Inch pounds maximum 

In accordance with JEDEC DO-203AB (DO-5) outline 
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Silicon Rectifiers, Fast Recovery 


1N3899-1N3903 


Figure 6 

Reverse recovery time 




1.0 2.0 5.0 10 20 50 100 

Rate of Fall of Current 
di/dt - Amperes per /itSecond 


Figure 7 

Former JEDEC reverse recovery circuit 



Figure 10 



1.0 2.0 5.0 10 20 50 100 

Rate of Fall of Current 
di/dt - Amperes per /iSecond 


Figure 8 

JEDEC Reverse recovery circuit 



Figure 11 



1.0 2.0 5.0 10 20 50 100 

Rate of Fall of Current 
di/dt - Amperes per pSecond 


114 




































Silicon Rectifiers, Fast Recovery 

1N3899-1N3903 

Figure 12 

Typical junction capacitance 



niiiii 


0.1 0.5 1.0 

Reverse Voltage - Volts 


Typical Reverse current 
Figure 13 

Effects of temperature 


20 40 60 a 

Junction Temperature - °C 

Figure 14 

Effects of reverse voltage 


















































silicon Rectifiers/Fast Recovery 

30 AMP Avg: Vrrm up to 400 Volts 


1N3909-1N3913 


■ 30 Amperes Average, Tq = 100°C 

■ 200 Nanoseconds Recovery Time at 1.0 Amperes 

■ Blocking Voltage to 400 Volts 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.427 

.447 

10.84 

11.35 


F 

.125 

.142 

3.17 

3.60 


G 

.... 

.450 

.... 

11.43 


H 

.220 

.249 

5.59 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.97 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.56 

4.44 

DIa 


Note 1: Standard polarity: Stud Is cathode 

V4-28UNF-2A Reverse polarity: Stud Is anode 
Note 2: 

Full threads within 2 V 2 threads 




(DO-5) 


Catalog Number 

JEDEC Peak 

Numbers* Reverse 

Voltage 

1N3909 50 

1N3910 100 

1N3911 200 

1N3912 300 

1N3913 400 

*To Indicate reverse polarity, 
add suffix “R” to JEDEC number; 
Example: 1N3909R 
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Silicon Rectifiers, Fast Recovery 


1N3909-1N3913 


Electrical Characteristics 


Reverse Blocking 


Repetitive peak reverse voltage 
Maximum peak reverse current 

'^RRM 

^RRM 

50V to 400V 

10mA 

SO/xA 

Tc = ^50°C 

To = 25°C 

Forward Direction 

Maximum average forward current 

V(AV) 

30 Amps 

Single phase, half-wave rating 

Tc = 100°C 

Maximum surge current 

^FSM 

300 Amps 

One half cycle of 60 Hz sinewave 

Maximum peak forward voltage 

'^FM 

1.4V max. 

1.5V max. 

/fm = 93A, rc = 25°C 
/fm = 93A, rc=100°C 

Maximum IH 

IH 

375 A^S 

less than 8.33 ms 

Reverse Recovery Values 

Maximum reverse recovery time 

trr 

200 ns 

/pm = 1.0A,Vb = 30V 
(see figure 7) 

Maximum reverse recovery time 

frr 

350 ns 

/FM = 100A,di/dt = 25A//xS 
»p2:10ftS, /rm(REC) = 9-0A 

(see figure 8) 

Thermal values 

Storage temp range 

^stg 

-65°Cto -f175°C 

Operating junction temp range 

Maximum thermal resistance 

h 

-65°Cto +150°C 

junction to case 

RQjC 

1.2°C/W 



Mechanical Characteristics 

Base 

Header 

Weight 

Mounting Position 
Mounting Torque 
Dimensions 


Steel stud and base with a 1/4-28 UNF-2A thread for through 
mounting on a heat sink. Nickel plating prevents corrosion. 
Glass to metal construction. 

Approximately 0.5 ounce (14 grams) 

May be mounted in any position 
30 inch pounds maximum 

In accordance with JEDEC DO-203AB (DOS) outline 
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Silicon Rectifiers, Fast Recovery 


1N3909-1N3913 


Figure 1 

Maximum case temperature 



Figure 3 

Maximum power dissipation 



0 4 8 12 16 20 

Average Forward Current - Amperes 


24 28 32 


Figure 2 

Maximum forward characteristics 



Figure 4 

Maximum nonrepetitive surge current at 
rated load conditions 



Number of Cycles 


Figure 5 

Maximum transient thermal impedance 
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Silicon Rectifiers, Fast Recovery 


1N3909-1N3913 


Figure 6 

Reverse recovery time 



Figure 9 

Typical recovered charge at Tj = 25°C 
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1.0 5.0 10 50 100 

Rate of Fall of Current 
di/dt - Amperes per liSecond 


Figure 7 

Former JEDEC reverse recovery circuit 



Figure 10 

Typical recovered charge at Tj = 100**0 



di/dt - Amperes per /iSecond 


Figure 8 

JEDEC Reverse recovery circuit 



Figure 11 

Typical recovered charge at Tj = 150°C 



1.0 5.0 10 50 100 

Rate of Fall of Current 
di/dt - Amperes per ^Second 
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Silicon Rectifiers, Fast Recovery 


1N3909-1N3913 


Figure 12 

lypical Junction capacitance 



Typicai Reverse current 
Figure 13 

Effects of temperature 



































Silicon Rectifiers/Fast Recovery 

45 AMP Avg; Vrrm up to 400 Volts 


Series 045 


■ 45 Amperes Average, Tq = 100°C 

■ 200 Nanoseconds Recovery Time at 1.0 Amperes 

■ 1.15 Volts Forward Voltage at 90 Amperes 

■ 400 Volts Peak Reverse Voltage Maximum 

■ Offers lower Forward Characteristics 
than the 1N3909-1N3913 Family 


Dlnr 

1 . inches 


Millimeter 


Minimum 

Maximum Minimum Maximum Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.427 

.447 

10.84 

11.35 


F 

.125 

.142 

3.17 

3.60 


G 

.... 

.450 

.... 

11.43 


H 

.220 

.249 

5.59 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.97 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.56 

4.44 

Dia 

Notel: Standard polarity: Stud Is cathode 

V4-28UNF-2A Reverse polarity: Stud Is anode 

Note 2: 

Full threads within 2y2 threads 



Catalog Number 


Standard 

Reverse 

Peak 

Reverse 

Polarity 

Polarity 

Voltage 

S045AADF 

R045AADF 

50 

S04501DF 

R04501DF 

100 

S04502DF 

R04502DF 

200 

S04503DF 

R04503DF 

300 

S04504DF 

R04504DF 

400 






(DO-S) 
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Silicon Rectifiers, Fast Recovery Series 045 


Electrical Characteristics 

Reverse Blocking 

Repetitive peak reverse voltage 
Maximum peak reverse current 

Forward Direction 

Maximum average forward current 

Maximum surge current 
Maximum peak forward voltage 
Maximum /^t 

Reverse Recovery Values 

Maximum reverse recovery time t„ 200 ns /f^ = 1 .OA, Vr = 30V 

(see figure 7) 

Maximum reverse recovery time 350 ns = 125A, di/dt = 25A/)wS 

<pi16MS, /rm(REC)= 

(see figured) 


Thermal values 



Storage temp range 

^stg 

-65°Cto +175°C 

Operating junction temp range 
Maximum thermal resistance 

h 

-65°Cto -H50°C 

junction to case 

R0JC 

1.0°C/W 

Mechanical Characteristics 



Base 

Steel stud and base with a 1/4-28 UNF-2A thread for through 
mounting on a heat sink. Nickel plating prevents corrosion. 

Header 

Glass to metal construction. 

Weight 

Approximately 0.5 ounce (14 grams) 

Mounting Position 

May be mounted in any position 

Mounting Torque 

30 inch pounds maximum 

Dimensions 

In accordance with JEDEC DO-203AB (D05) outline 


'^RRM 

^RRM 

50V to 400V 

20mA 

80 /iA 

rc = 150°C 
rc = 25°C 

^F(AV) 

45 Amps 

Single phase, half-wave rating 
Tc = 100°C 

^FSM 

600 Amps 

One cycle of 60 Hz sinewave 

'^FM 

1.15V max. 

/fm = 90A, 7c = 25°C 

IH 

1500 A^S 

less than 8.33 ms 
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Pulse Duratiol 






















































Silicon Rectifiers, Fast Recovery 


Series 045 


Figure 6 



20 40 60 80 100 120 140 160 

Junction Temperature - OC 


Figure 9 

Typicai recovered charge at Tj ~ 25°C 



1.0 2.0 4.0 6.0 10 20 40 60 100 

Rate of Fall of Current 
di/dt - Amperes per /iSecond 


Figure 7 

Former JEDEC reverse recovery circuit 



Figure 10 

Typicai recovered charge at Tj = 100®C 



di/dt - Amperes per /xSecond 


Figure 8 

JEDEC Reverse recovery circuit 



Figure 11 



Rate of Fall of Current 
di/dt - Amperes per (iiSecond 
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Silicon Rectifiers, Fast Recovery 


Series 045 


Figure 12 

Typical junction capacitance 



Typical Reverse current 

Figure 13 

Effects of temperature 



Figure 14 
Effects of voltage 
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Silicon Rectifiers/Fast Recovery 

55 Amp Avg; Vrrm Up To 300 Volts 


Series 055 


■ 55 Amperes Average, Tq = 100°C 

■ 225 Nanoseconds Recovery Time at 175 Amperes 

■ 100 Nanoseconds Recovery Time at 1.0 Amperes 

■ Blocking Voltage to 300 Volts 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

— 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.427 

.447 

10.84 

11.35 


F 

.125 

.142 

3.17 

3.60 


G 

.... 

.450 

.... 

11.43 


H 

.220 

.249 

5.59 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.97 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.56 

4.44 

Dia 


Note 1: Standard polarity: Stud is cathode 

V4-28UNF-2A Reverse polarity: Stud is anode 
Note 2: 

Full threads within 2y2 threads 


Catalog Number Peak 


Reverse 

Voltage 


Standard 

Reverse 


S055AADF 

R055AADF 

50 

S05501DF 

R05501DF 

100 

S05502DF 

R05502DF 

200 

S05503DF 

R05503DF 

300 



DO-203AB 

(DO-5) 
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Silicon Rectifiers, Fast Recovery 


Series 055 


Electrical Characteristics 

Reverse Blocking 

Repetitive peak reverse voitage 

'^RRM 

50V to 300V 


Maximum peak reverse current 

^RRM 

10mA 

Tc = 150°C 



SOfiA 

rc = 25°C 

Forward Direction 




Maximum average forward current 

^F(AV) 

55 Amps 

Single phase, half-wave DC rating 



II 

o 

o 

o 

O 

Maximum surge current 

^FSM 

800 Amps 

One cycle of 60HZ sinewave 

Maximum peak forward voitage 

^FM 

1.15V max. 

/p^ = 90A,rc = 25°C 

Maximum 

Ft 

2650 A^S 

less than 8.33 ms 

Reverse Recovery Values 

Maximum reverse recovery time 

^rr 

100 ns 

/pm = 1.0A,Vr = 30V 




(see figure 7) 

Maximum reverse recovery time 

in 

225 ns 

/FM = 175A,di/dt = 25A//xS 




fp2;22,.S,/RM(REC)=<4.0A 

(see figure 8) 

Thermal values 




Storage temp range 

^stg 

-65°Cto -i-175°C 

Operating junction temp range 

7-j 

-65°Cto -I-150°C 

Maximum thermal resistance 




junction to case 

RGjC 

0.8°C/W 


Mechanical Characteristics 




Base 

Copper stud and base with a 1/4-28 UNF-2A thread for through 
mounting on a heat sink. Nickel plating prevents corrosion. 

Header 

Glass to metal construction. 


Weight 

Approximately 0.6 ounce (17 grams) 

Mounting Position 

May be mounted In any position 

Mounting Torque 

30 inch pounds maximum 


Dimensions 

In accordance with JEDEC DO-203AB (DOS) outline 
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Silicon Rectifiers/Fast Recovery 


Series 055 


Figure 1 

Maximum case temperature 



Figure 2 

Maximum forward characteristics 



Figure 3 

Maximum power dissipation 



Figure 4 

Maximum nonrepetitive surge current at 
rated ioad conditions 



1.0 2.0 5.0 10 20 50 100 


Number of Cycles 


Figure 5 

Maximum transient thermai impedance 



0.001 0.01 0.1 1.0 10 100 
Pulse Duration - Seconds 


128 

































Silicon Rectifiers, Fast Recovery 


Series 055 





































Silicon Rectifiers, Fast Recovery 


Series 055 


Figure 12 

Typical junction capacitance 



Typical Reverse current 


Figure 13 

Effects of temperature 



20 40 60 80 1 00 120 140 160 

Junction Temperature - oc 


Figure 14 



0 50 100 150 200 250 300 350 

Reverse Voltage - Volts 
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Schottky Rectifier 

30 A Avg; Vrrm up to 45 Volts 


Series SD 41 


■ Guard ring reverse protection 

■ 45 Volts 

■ 30 Amperes 

■ 160° (fj) 



Dim. 

Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.427 

.437 

10.84 

11.09 


C 

.... 

.505 

.... 

12.82 


D 

.... 

.800 

.... 

20.32 


E 

.432 

.442 

10.97 

11.22 


F 

0.95 

.105 

2.41 

2.66 


G 

.349 

.386 

8.86 

9.80 


H 

.163 

.189 

4.14 

4.80 

2 

J 

.... 

.250 

.... 

6.35 


M 

.... 

.280 

.... 

7.11 


N 

.... 

0.50 

.... 

1.27 


P 

.088 

.098 

2.23 

2.48 



Note1: 

No. 10-32 UNF-2A Standard Polarity: Stud Is cathode 
Note 2: 

Full thread within 2y2 threads 



D 

T 

G 


E 


DO-203AA 

(DO-4) 


Working 

Catalog JEDEC Peak Reverse 

Number Numbers Voltage Vr^m 


SD41 35 @ 125°C Tj 

SD4145 45 @ 125°C Tj 
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Schottky Rectifier 

30 A Avg; Vrrm up to 45 Volts 


Series SD 41 


Electrical characteristics 


Maximum average forward current 

^F(AV) 

30 Amps 

Sine wave at Tq = 90°C 



33 Amps 

Square wave at Tq = 87°C 

Maximum surge current 

VsM 

600 Amps 

8.3 ms, half sine, Tj = 160°C 

Maximum peak forward voltage 

Vfm 

0.55 volts 

/PM = 30A: 7-j = 125°C* 

Maximum peak reverse current 

^RM 

125mA 

''rrm.T-c = 125°C* 

Typical junction capacitance 

Cj 

1500pF 

Vr = 6.0V, 7'c = 25°C 


Thermal Characteristics 

Storage temp range Tgtg 

Operating junction temp range Tj 

Maximum thermal resistance Rejc 

Typical thermal resistance R0cs 

Mechanical Characteristics 
Base Copper stud base with a #10-32 UNF-2A; thread for through 

mounting on a heat sink. Nickel plating of base produces low 
contact resistance and prevents corrosion. 

Header Glass to metal construction. 

Weight Approximately 0.16 ounce (4.5 grams) 

Mounting torque 15 inch pounds maximum 

Dimensions In accordance with JEDEC DO-203AA (DO-4) outline 

*Pulse test: Pulse width 300 /isec, Duty cycle 2% 


-55°Cto +165°C 
-55°Cto +160°C 
2.0°CA/V Junction to case 

0.3°CA/V Case to sink 
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Schottky Rectifier 

30 A Avg; Vrrm up to 45 Volts 


Series SD 41 


Figure 1 

Maximum forward characteristics 



’ 0.2 0.4 0.6 0.8 1.0 1.2 1.4 1.6 


Instantaneous Forward Voltage - Volts 

Figure 4 



0 % 20 % 40 % 60 % 80 % 100 % 

Percent - Vrvv^/1 


Figure 2 

Max. nonrepetitive surge current at rated ioad 
conditions 



1.0 2.0 4.0 6.0 10 20 40 60 100 


Number of Cycles 


Figure 3 

Typicai junction capacitance 



Reverse Voltage - Volts 


Figure 5 

Maximum forward power dissipation 
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Schottky Rectifier 

30 A Avg; Vrrm up to 50 Volts 


Series SBR30 
BYS31 


■ Guard ring reverse protection 

■ 50 Vo its 

■ 30 Amperes 

■ 175° (Tj) 

■ Reverse Avaianche Tested 


Dim. 

Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.427 

.437 

10.84 

11.09 


C 

.... 

.505 

.... 

12.82 


D 

.... 

.800 

.... 

20.32 


E 

.432 

.442 

10.97 

11.22 


F 

.095 

.105 

2.41 

2.66 


G 

.349 

.386 

8.86 

9.80 


H 

.163 

.189 

4.14 

4.80 

2 

J 

.... 

.250 

.... 

6.35 


M 

.... 

.280 

.... 

7.11 


N 

.... 

0.50 

.... 

1.27 


P 

.088 

.098 

2.23 

2.48 



Note 1: 

No. 10-32 UNF-2A Standard Polarity: Stud is cathode 
Note 2: 

Full thread within 2 V 2 threads 



Catalog 

Number 

Pro Electron 
Number 

Working 
Peak Reverse 
Voltage Vrv^m 

Rep. 

Peak Reverse 
Voltage Vrrm 

SBR3035 

BYS31-35 

35 

35 

SBR3040 

BYS31-40 

40 

40 

SBR3045 

BYS31-45 

45 

45 

SBR3050 

BYS31-50 

50 

50 



Schottky Rectifier 

30 A Avg; Vrrm up to 50 Volts 



Series SBR30 
BYS31 

Electrical characteristics 




Maximum average forward current 

^F(AV) 

30 Amps 

O 

o 

CM 

CO 

II 

Maximum surge current 

^FSM 

600 Amps 

8.3 ms, half sine, Tj = 175°C 

Maximum repetitive peak 

^R(OV) 

2 Amps 

f = IKHz, 25 °C 

reverse current 




Maximum peak forward voltage 

'^FM 

0.63 volts 

/FM = 30A;rj = 25<>C* 

Maximum peak reverse current 

^RM 

50mA 

''rrm.7'o=125'>C* 

Typical reverse current, per leg 

^RM 

2mA 

''rrm.7-j = 25'>C* 

Typical junction capacitance 

Cj 

2000pF 

\/r = 5.0V, Tc = 25°C 

Thermal Characteristics 

Storage temp range 

Operating junction temp range 
Maximum thermal resistance 
Typical thermal resistance 

^stg 

h 

^0JC 

RGcs 

-55°Cto -f-175°C 

-55°Cto -f 175°C 

1.8°C/W Junction to case 

0.3°C/W Case to sink 

Mechanical Characteristics 

Base Copper stud base with a #10-32 UNF-2A; thread for through 

mounting on a heat sink. Nickel plating of base produces low 
contact resistance and prevents corrosion. 

Header Glass to metal construction. 

Weight Approximately 0.16 ounce (4.5 grams) 

Mounting torque 15 inch pounds maximum 

Dimensions In accordance with JEDEC DO-203AA (DO-4) outline 

* Pulse test: Pulse width 300 /xsec, Duty cycle 2% 
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Dual Schottky Rectifier 

30 A Avg; up to 45 Volts 


Series SD 241 


■ Designed for center tap rectification and commutation 

■ 46 VOitS I Vpy/VM 

■ 160 ° (fj) 

■ Guard ring reverse protection 


Dim. 

Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum Notes 

A 

.... 

0.875 

.... 

22.23 

DIa. 

B 

0.250 

0.450 

6.36 

11.43 


C 

0.312 

.... 

7.92 

.... 


D 

0.038 

0.043 

0.97 

1.09 

Dia. 

E 

1.177 

1.197 

29.90 

30.40 


F 

0.655 

0.675 

16.64 

17.15 


G 

0.420 

0.440 

10.67 

11.18 


H 

.... 

0.525 

.... 

13.34 

Rad. 

J 

0.151 

0.161 

3.84 

4.09 

Dia. 

K 

0.205 

0.225 

5.21 

6.72 


L 

.... 

0.135 

.... 

3.43 


M 

.... 

0.188 

.... 

4.78 

Rad. 


Working 

Catalog Peak Reverse 

Number Voltage 

SD241 35 @ 125°C Tj 

SD24145 45 @ 125°C Tj 



Pin 1 
Pin 2 

Terminal Connections 

Pin 1 Anode 1 

Pin 2 Anode 2 

Case - Common Cathode 

TO-204AA 

(T0.3) 
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Dual Schottky Rectifier 

30 A Avg; I/rrm up to 45 Volts 


Series SD 241 


Electrical characteristics 


Maximum average forward current 

^F(AV) 

30 Amps 

Sine wave at = 96°C 



33 Amps 

Square wave at Tq = 93°C 

Maximum surge current 

^FSM 

400 Amps 

8.3 ms, half sine, Tj = 160°C 

Maximum peak forward voltage 

^FM 

0.47 volts 

/p^ = 10A:Tj = 125°C^ 



0.6 volts 

/FM = 20A:rj = 125°C* 

Maximum peak reverse current 

^RM 

100mA 

Vrrm.7'c = 125°C* 

Typical junction capacitance 

Cj 

1500pF 

Vr = 5.0V, rc = 25‘’C 

Thermal Characteristics 




Storage temp range 

^stg 

-55°Cto +175°C 

Operating junction temp range 

h 

-55°Cto +160°C 

Maximum thermal resistance 

HGjc 

1.4°C/W 

Junction to case 

Typical thermal resistance 

Rees 

0.1 °C/W 

Case to sink 


Mechanical Characteristics 

Base Nickel plated steel. 

Header Glass to metal construction. 

Weight Approximately 1.0 ounce (28 grams) 

Dimensions In accordance with JEDEC TO-204AA (TO-3) outline 

* Pulse test: Pulse width 300 fisec, Duty cycle 2% 


139 



Typical Reverse Current - mAmperes 


Dual Schottky Rectifier 

30 A Avg; Vrrm up to 45 Volts 


Series SD 241 


Figure 1 

Maximum forward characteristics 
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conditions 
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Figure 5 
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Dual Schottky Rectifier 

30 A Avg; Vrrm up to 50 Volts 


Series SBT30 
BYS79 


■ Guard ring reverse protection 

■ 50 Volts 

■ 30 Amperes 

■ 175° (Tj) 

■ Center tap 


Dim. Inches 


Millimeter 



Minimum 

Maximum Minimum Maximum Notes 

A 

.... 

0.875 

.... 

22.23 

Dia. 

B 

0.250 

0.450 

6.35 

11.43 


C 

0.312 

.... 

7.92 

.... 


D 

0.038 

0.043 

0.97 

1.09 

Dia. 

E 

1.177 

1.197 

29.90 

30.40 


F 

0.655 

0.675 

16.64 

17.15 


G 

0.420 

0.440 

10.67 

11.18 


H 

.... 

0.525 

.... 

13.34 

Rad. 

J 

0.151 

0.161 

3.84 

4.09 

Dia. 

K 

0.205 

0.225 

5.21 

5.72 


L 

.... 

0.135 

.... 

3.43 


M 

.... 

0.188 

.... 

4.78 

Rad. 




Working 

Rep. 


Catalog 

Pro Electron Peak Reverse Peak Reverse 


Number 

Number 

Voltage Vrwm 

Voltage VpRM 


SBT3035 

BYS79-35 


35 

35 


SBT3040 

BYS79-40 


40 

40 


SBT3045 

BYS79-45 


45 

45 


SBT3050 

BYS79-50 


50 

50 



Pin 1 
Pin 2 

Terminal Connections 

Pin 1 Anode 1 

Pin 2 Anode 2 

Case - Common Cathode 

TO-204AA 

(T0.3) 
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Dual Schottky Rectifier 

30 A Avg; “P to 50 Volts 


Series SBT30 
BYS79 


Electrical characteristics 




Average output current per pkg 

^F(AV) 

30 Amps 

Tc=150°C 

Max average forward current, per leg /pj^v) 

15 Amps 

Tc=155°C 

Maximum surge current 

^FSM 

600 Amps 

8.3 ms, half sine, Tj = 175°C 

Maximum repetitive peak 

^R(OV) 

2 Amps 

f = IKHz, 25° 

reverse current 




Maximum peak forward voltage 

Vfm 

0.66 volts 

/FM = 30A:rj = 25°C* 

Maximum peak reverse current 

^RM 

50mA 

VRRM.rc = 125°C* 

Typical Reverse current, per leg 

^RM 

2mA 

^RRM> 7’j = 25°C* 

Typical junction capacitance 

Cj 

2000pF 

Vr = 5.0V, rc = 25°C 

Thermal Characteristics 




Storage temp range 

^stg 

-55°Cto +175°C 

Operating junction temp range 

h 

-55°Cto +175°C 

Maximum thermal resistance per leg, Rgjc 

1.4°C/W 

Junction to case 

per package. 



0.84 °C/W 

l^^al thermal resistance 

0.1 °c/w 

Case to sink 


Mechanical Characteristics 




Base 

Nickel plated steel. Glass to metal construction. 

Header 

Nickel plated steel. 


Weight 

Approximately 1.0 ounce (28 grams) 

Dimensions 

In accordance with JEDECTO-204AA (TO-3) outline 

* Pulse test: Pulse width SOO^sec, Duty cycle 2% 
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Schottky Rectifier 

60 A Avg; Vrrm up to 45 Volts 


Series SD 51 


■ Guard ring reverse protection 

■ Volts 

m 60 Amperes 

■ 160° (7-j) 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.432 

.442 

10.97 

11.22 


F 

.125 

.135 

3.17 

3.42 


G 

.323 

.353 

8.20 

8.96 


H 

.220 

.249 

5.58 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.96 

.... 


M 

.... 

.510 

.... 

12.95 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.55 

4.45 

Dia 


Note 1: Standard poiarity: Stud is cathode 
y4-28 UNF-2A 
Note 2; 

Full threads within 2y2 threads 



DO-203AB 

(DO-5) 


Working 

Catalog JEDEC Peak Reverse 

Number Numbers Voltage Vr^m 


SD51 

SD5145 


35 @ 125 °C Tj 
45 @ 125 °C Tj 




Schottky Rectifier 

60 A Avg; Vrrm up to 45 Volts 


Series SD SI 


Electrical characteristics 


Maximum average forward current 

^F(AV) 

60 Amps 

Sine wave at Tq = 94°C 



66 Amps 

Square wave at Tq = 90°C 

Maximum surge current 

^FSM 

800 Amps 

8.3 ms, half sine, Tj = 160°C 

Maximum peak forward voltage 

^FM 

0.6 volts 

/pM = 60A: 7-j = 125“C' 

Maximum peak reverse current 

^RM 

200mA 

Vrrm.7'g = 125->C* 

Typical junction capacitance 

Cj 

2300pF 

\/r = 5.0V, 7o = 25°C 

Thermal Characteristics 




Storage temp range 

^stg 

-55°Cto +165°C 

Operating junction temp range 

7-j 

-55°Cto -h160°C 

Maximum thermal resistance 

FIQjc 

1.0°C/W 

Junction to case 

Typical thermal resistance 

RGcs 

0.30°C/W 

Case to sink 


Mechanical Characteristics 
Base 


Header 
Weight 

Mounting torque 
Dimensions 
‘Pulse test: Pulse width SOOjusec, Duty cycle 2% 


Copper stud base with a 1/4-28 UNF-2A; thread for through 
mounting on a heat sink. Nickel plating of base produces low 
contact resistance and prevents corrosion. 

Glass to metal construction. 

Approximately 0.5 ounce (14 grams) 

30 inch pounds maximum 

in accordance with JEDEC DO-203AB (DO-5) outline 



Schpttky Rectifier 

60 A Avg; up to 45 volts 


Series SD 51 


Figure 1 

Maximum forward characteristics 
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Instantaneous Forward Voltage - Volts 


Figure 2 

Max. nonrepetitive surge current at rated ioad 
conditions 
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Figure 3 

Typicai junction capacitance 



0.1 0.5 1.0 5.0 10 50 100 

Reverse Voltage - Volts 


Figure 4 

Effects of reverse voitage 



0 % 20 % 40 % 60 % 80 % 100 % 


Percent ■ Vrwm 


Figure 5 

Maximum forward power dissipation 
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Schottky PowerMod 


FST60 


B Electrically Isolated Base 
B Guard ring reverse protection 
B Center Tap 

B 50 Volts \/RRf^/V rwm 

B 60 Amperes 

B 175°C Junction Temperature 


Dim. 

Inches 


Millimeter 


Minimum 

Maximum Minimum 

Maximum Notes 

A 

1.995 

2.005 

50.67 

50.93 


C 

0.495 

0.505 

12.57 

12.83 


E 

0.990 

1.010 

25.15 

25.65 


F 

2.390 

2.410 

60.71 

61.21 


G 

1.490 

1.510 

37.85 

38.35 


H 

0.120 

0.130 

3.05 

3.30 


J 

.... 

0.400 

.... 

10.16 


K 

0.240 

0.260 

6.10 

6.60 

to Lead Cj 

L 

0.490 

0.510 

12.45 

12.95 


M 

0.035 

0.045 

0.89 

1.14 

Square 

N 

0.175 

0.195 

4.45 

4.95 

Diameter 

P 

0.032 

0.052 

0.81 

1.32 



Notes: 

BASEPLATE: Nickel plated copper; electrically isolated 

PINS: Nickel plated copper 

CENTER TERMINALS: Common cathode 



t - 1 | ! ! 


Working Rep. 

Catalog Pro Electron Peak Reverse Peak Reverse 
Number Number Voltage VoltageVpp^^ 


FST6035 

BYS98-35 

35 

35 

FST6040 

BYS98-40 

40 

40 

FST6045 

BYS98-45 

45 

45 

FST6050 

BYS98-50 

50 

50 


DETAIL A 
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Schottky PowerMod 


FST60 


Electrical characteristics 

Average forward current per pkg 

^F(AV) 

60 Amps 

rc = 150°C 

Average forward current per leg 

^F(AV) 

60 Amps 

Tc = 12800 

Maximum surge current per leg 

^FSM 

1000 Amps 

8.3 ms, half sine, Tj = 175 

Maximum repetitive peak 

^R(OV) 

2 Amps 

f = IKHz, 25® 

reverse current per leg 



Maximum peak forward voltage per leg 

''fm 

0.70 volts 

/pM = 60A:rj = 25°C* 

Maximum peak reverse current per leg 

^RM 

60mA 

'^RRM* 7^0 = 125®C* 

Typical Reverse current, per leg 


3mA 

W7j = 25'>C* 

Typical junction capacitance 

Cj 

2300pF 

I/r = 5.0V, Tc = 25®C 

Thermal Characteristics 




Storage temp range 

^stg 

-40°Cto +175°C 

Operating junction temp range 

h 

~40°Cto +175°C 

Maximum thermal resistance per leg, 

ROjc 

1.0°C/W 

Junction to case 

per package. 


0.6°C/W 


Typical thermal resistance 

Rees 

0.1 °C/W 

Case to sink 

Mechanical Characteristics 




Weight 2.5 ounce (71 grams) typicai 


*Pulse test: Pulse width SOOjiisec, Duty cycle 2% 
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Typical Reverse Current - Milliamperes 


Schottky PowerMod 


FST60 


Figure 1 Figure 2 

Maximum forward characteristics Forward current derating 
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Figure 3 

Typicai junction capacitance 
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Reverse Voltage - Volts 


Figure 4 

Typical reverse characteristics 
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Figure 5 

Maximum forward power dissipation 
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Schottky Rectifier 

80 A Avg; Vrrm up to 50 Volts 


Series SBR80 
BYS71 


■ Guard ring reverse protection 

■ 50 Volts 

m 80 Amperes 

■ 175° (Tj) 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.687 

17.19 

17.44 


C 

.... 

.793 

.... 

20.14 


D 

.... 

1.000 

.... 

25.40 


E 

.432 

.442 

10.97 

11.22 


F 

.125 

.135 

3.17 

3,42 


G 

.323 

.353 

8.20 

8.96 


H 

.220 

.249 

5.58 

6.32 

2 

J 

.... 

.375 

.... 

9.52 


K 

.156 

.... 

3.96 

.... 


M 

.... 

.510 

.... 

12.95 

Dia. 

N 

.... 

.080 

.... 

2.03 


P 

.140 

.175 

3.55 

4.45 

Dia. 


Note 1: 

No. V4-28 UNF-2A Standard Poiarity: Stud is cathode 
Note 2: 

Fuii thread within 2y2 threads 



DO-203AB 

(DO-5) 


Catalog 

Number 

Pro Electron 
Number 

Working 
Peak Reverse 
Voltage Vr^m 

Rep. 

Peak Reverse 
Voltage Vrrm 

SBR8035 

BYS71-35 

35 

35 

SBR8040 

BYS71-40 

40 

40 

SBR8045 

BYS71-45 

45 

45 

SBR8050 

BYS71-50 

50 

50 
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Schottky Rectifier 

80 A Avg; up to 50 Volts 


Series SBR 80 
BYS71 


Electrical characteristics 

Maximum average forward current 

V(AV) 

80 Amps 

Tc=120°C 

Maximum surge current 

VsM 

1000 Amps 

8.3 ms, half sine, Tj = 175°C 

Maximum repetitive peak 

^R(OV) 

2 Amps 

f = IKHz, 25 °C 

reverse current 



Maximum peak forward voltage 

'^FM 

0.74 volts 

/pM = 80A:Tj = 25°C* 

Maximum peak reverse current 

^RM 

60mA 

VRRM.rc = 125'>C* 

Typicai reverse current, per leg 

^RM 

3mA 

Vrrm.7'j = 25»C* 

Typical junction capacitance 

Cj 

2300pF 

yR=5.ov, rc=25°c 

Thermal Characteristics 




Storage temp range 

^stg 

-55°Cto -f-175°C 

Operating junction temp range 


-55°Cto -f 175°C 

Peak junction temp. 

^JM 



Maximum thermal resistance 

Rejc 

0.83 °C/W 

Junction to case 

Typical thermal resistance 

Rgcs 

0.3°C/W 

Case to sink 

Mechanical Characteristics 




Base 

Copper stud base with a y4-28 UNF-2A; thread for through 
mounting on a heat sink. Nickel plating of base produces low 
contact resistance and prevents corrosion. 

Header 

Glass to metal construction. 


Weight 

Approximately 0.5 ounce (14 grams) 

Mounting torque 

30 Inch pounds maximum 


Dimensions 

In accordance with JEDEC DO-203AB (DO-5) outline 

* Pulse test: Pulse width 300 fisec, Duty cylce 2% 
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Typical Reverse Current - Milliamperes 


Schottky Rectifier 

80 A Avg; up to 50 Volts 


Series SBR 80 
BYS71 


Figure 1 

Maximum forward characteristics 



Figure 2 

Forward current derating 



Figure 3 

Typicai junction capacitance 



0.1 0.5 1.0 5.0 10 50 100 

Reverse Voltage - Volts 


Figure 4 

Typicai reverse characteristics 


=== = = 


= 


== 

= 

== 


_T, =i75°C _ 

-TJ= 150°C - 


B 

m 

===== 




il~= 125°C = 

■T, = 75°C —= 

iT7=25»C = 


5 



=“= 

= 

- 

1 1 









0% 20% 40% 60% 80% 100% 

Percent V 


Figure 5 

Maximum forward power dissipation 
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Schottky PowerMod 


FST160 


01 Electrically Isolated Base 

■ Guard ring reverse protection 

■ Center Tap 
B 50 Volts 

□ 160 Amperes 
B 175°C Junction Temperature 


D\w 

1 . Inches 


Millimeter 



Minimum 

Maximum 

Minimum 

Maximum 

Notes 


1.995 

2.005 

50.67 

50.93 


B 

0.300 

0.325 

7.62 

8.26 


C 

0.495 

0.505 

12.57 

12.83 


D 

0.182 

0.192 

4.62 

4.88 

Diameter 

E 

0.990 

1.010 

25.15 

25.65 


F 

2.390 

2.410 

60.71 

61.21 


G 

1.490 

1.510 

37.85 

38.35 


H 

0.120 

0.130 

3.05 

3.30 


J 

— 

0.400 

— 

10.16 


K 

0.240 

0.260 

6.10 

6.60 

to Lead Cj 

L 

0.490 

0.510 

12.45 

12.95 


M 

0.330 

0.350 

8.38 

8.90 


N 

0.175 

0.195 

4.45 

4.95 

Diameter 

P 

0.035 

0.045 

0.89 

1.14 


Q 

0.445 

0.455 

11.30 

11.56 


R 

0.890 

0.910 

22.61 

23.11 



Notes: 

BASEPLATE: Nickel plated copper; electrically isolated 

PINS: Nickel plated copper 

CENTER TERMINALS: Common cathode 

Working Rep. 

Catalog Pro Electron Peak Reverse Peak Reverse 
Number Number Voltage VoltageVp^^^ 


FSn6035 

BYS92-35 

35 

35 

FST16040 

BYS92-40 

40 

40 

FSn6045 

BYS92-45 

45 

45 

FST16050 

BYS92-50 

50 

50 



^-1| I 4. 


DETAIL A 
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Schottky PowerMod 


FST160 


Electrical characteristics 


Average forward current per pkg 

^F(AV) 

160 Amps 

rc=103°C 

Average forward current per leg 

^F(AV) 

80 Amps 

rc=ii2°c 

Maximum surge current per leg 

IfSM 

1000 Amps 

8.3 ms, half sine, Tj = 175°C 

Maximum repetitive peak 

^R(OV) 

2 Amps 

f = IKHz, 25 °C 

reverse current per leg 



1 /xsec square wave 

Maximum peak forward voltage per leg 

Vfm 

0.74 volts 

/pM = 80A:7j = 25°C* 

Maximum peak forward voltage per leg 

'^FM 

0.58 volts 

/FM = 80A:rj = 175°C* 

Maximum peak reverse current per leg 

^RM 

60mA 

Vrrm.T-c = 1250c* 

Typical Reverse current, per leg 

^RM 

3mA 

Vrrm. rj = 250C* 

Typical junction capacitance 


2300pF 

Vr = 5.0V, 7'c = 25°C 

Thermal Characteristics 




Storage temp range 

^stg 

-40°Cto +175°C 

Operating junction temp range 


-40°Cto +175°C 

Maximum thermal resistance per leg, 

R0JC 

1.0°C/W 

Junction to case 

per package. 


0.6°C/W 


Typical thermal resistance 

RGcs 

0.1°C/W 

Case to sink 


Mechanical Characteristics 

Weight 2.5 ounce (71 grams) typical 

* Pulse test: Pulse width ZOOfxsec, Duty cycle 2% 
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Schottky PowerMod 


FST160 


Figure 1 

Maximum forward characteristics 



Figure 2 

Forward current derating 



Figure 3 

Typical junction capacitance 



Reverse Voltage - Volts 


Figure 4 

Typicai reverse characteristics 



Percent V rwm 


Figure 5 

Maximum forward power dissipation 
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Average Forward Current - Amperes 
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Schottky PowerMod 


FST200 

BYS97 


■ Guard Ring Reverse Protection 

■ Center Tap 

■ 50 Voits \^RR|^ / 
m 200 Amperes 

■ 175®C Junction Temperature 

■ Reverse Avaianche Tested 


Dim. Inches 


Millimeter 



Minimum 

Maximum Minimum Maximum Notes 

A 

.... 

2.45 

62.23 


B 

1.35 

1.40 

34.29 35.56 


C 

.70 

.80 

17.78 20.32 


D 

.... 

.625 

15.88 


E 

3.14 

3.16 

79.76 80.26 


F 

.... 

3.65 

92.71 


G 

.28 

.30 

7.14 7.67 





Working 

Rep. 


Cataiog 

Pro Electron Peak Reverse Peak Reverse 


Number 

Number 

Voltage Vrwm 

VoltageVpRM 


FST20035 

BYS97-35 

35 

35 


FST20040 

BYS97-40 

40 

40 


FST20045 

BYS97-45 

45 

45 


FST20050 

BYS97-50 

50 

50 


V4-20UNCWith 



U- A --► 

Captive Lockwasher 




D 

T-i-^ 

-1 

-- F -► 



Terminal 1 Terminal 2 



Baseplate 
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Schottky PowerMod 


FST200 

BYS97 


Electrical characteristics 

Average forward current per pkg 

V(AV) 

200 Amps 

rc = 131 °C 

Average forward current per leg 

^F(AV) 

100 Amps 

rc = 135°C 

Maximum surge current per leg 

^FSM 

2000 Amps 

8.3 ms, half sine, Tj = 175°C 

Maximum repetitive peak 

^R(OV) 

2 Amps 

f = IKHz, 25° 

reverse current per leg 


1 /isec square wave 

Maximum peak forward voltage per leg 

0.8 volts 

/p^, = 200A:rj = 25°C* 

Maximum peak forward voltage per leg 

0.6 volts 

/™ = 200A:Tj = 175°C* 

Maximum peak reverse current per leg /p|^ 

120mA 

'^rrm.7-c= 12500* 

Typical Reverse current, per leg 

^RM 

6mA 

I^RRM. 7'j = 25°C* 

Typical junction capacitance 

Cj 

4600pF 

\/R = 5.0V,rc = 25°C 

Thermal Characteristics 




Storage temp range 

^stg 

-40®Cto +175°C 

Operating junction temp range 


-40«’Cto +175°C 

Maximum thermal resistance per leg, /?ejc 

.50°C/W 

Junction to case 

per package. 


.30°C/W 


Typical thermal resistance 

Rees 

.04®C/W 

Case to sink 

Mechanical Characteristics 




Weight 

3.4 ounce (95 grams) typical 


Dimensions 

In accordance with JEDEC TO-244 outline 

* Pulse test: Pulse width 300/xsec, Duty cycle 2% 
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Schottky PowerMod 


FST200 

BYS97 

Figure 1 

Maximum forward characteristics 

Figure 2 

Forward current derating 



■Ml 
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WA 


I'/jHri 
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w Average Forward Current - Amperes - Per Package 

^ Note: Same Conduction Angle Per Leg 

Figure 3 

Typical junction capacitance 
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Figure 4 

Typical reverse characteristics 


Figure 5 

Maximum forward power dissipation 
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Schottky PowerMod 


FST300 

BYS93 


B Guard Ring Reverse Protection 
B Center Tap 
B 50 Volts 
B 300 Amperes 

B 175°C Junction Temperature 
B Reverse Avalanche Tested 


Dim. Inches 


Millimeter 



Minimum 

Maximum Minimum Maximum Notes 

A 

.... 

2.45 

62.23 


B 

1.35 

1.40 

34.29 35.56 


C 

.70 

.80 

17.78 20.32 


D 

.... 

.625 

15.88 


E 

3.14 

3.16 

79.76 80.26 


F 

.... 

3.65 

92.71 


G 

.28 

.30 

7.14 7.67 





Working 

Rep. 


Catalog 

Pro Electron Peak Reverse Peak Reverse 


Number 

Number 

Voltage 

Voltage Vrbm 


FST30035 

BYS93-35 

35 

35 


FST30040 

BYS93-40 

40 

40 


FST30045 

BYS93-45 

45 

45 


FST30050 

BYS93-50 

50 

50 


V4-20UNCWith 



«- A -► 

Captive Lockwasher 

__1 


1 D 

l^- T 

1 

-- F -J 
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Schottky PowerMod 


FST300 

BYS93 


Electrical characteristics 

Average forward current per pkg 

^F(AV) 

300 Amps 

Tc=1130C 

Average forward current per leg 

^F(AV) 

150 Amps 

7c = 1220 c 

Maximum surge current per leg 

^FSM 

2000 Amps 

8.3 ms, half sine, Tj = 1750 C 

Maximum repetitive peak 

^R(OV) 

2 Amps 

f = l KHz, 250 

reverse current per leg 


1 ;*sec square wave 

Maximum peak forward voltage per leg 

0.78 volts 

/FM = 300A;rj =125»C* 

Maximum peak forward voltage per leg 

0.78 volts 

/fm = 200A:7j=25°C* 

Maximum peak reverse current per leg 

120mA 

''rrm.’■ o = 125‘’C* 

Typical Reverse current, per leg 

^RM 

6mA 

W 7'j = 25»C* 

Typical Junction capacitance 


4600pF 

\/r = 5.0V, 7c = 250 c 

Thermal Characteristics 




Storage temp range 

^stg 

-40°Cto +175°C 

Operating junction temp range 


-40°Cto + 1750 c 

Maximum thermal resistance per leg, Rejc 

.46°C/W 

Junction to case 

per package. 


. 270 C/W 


Typical thermal resistance 

Rgcs 

.O 40 C/W 

Case to sink 

Mechanical Characteristics 




Weight 

3.4 ounce (95 grams) typical 


Dimensions 

In accordance with JEDEC TO-244 outline 

*Pulse test: Pulse width 300 nsec, Duty cycle 2% 
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Schottky PowerMod 


FST300 

BYS93 


Figure 1 

Maximum forward characteristics 



Figure 2 

Forward current derating 
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Figure 3 

Typicai junction capacitance 
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Reverse Voltage - Volts 


Figure 4 

Typicai reverse characteristics 



Percent 


Figure 5 

Maximum forward power dissipation 
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TO-220 Triacs 



Triacs 


TXC10 


Triacs for 400 to 800 V peak off-state voltage and maximum rms 
on-state currents of 4A and 6 A 

Application Mainly for ac power controllers In power supply 
units and devices of the consumer electronics, 
e.g. for motor controls, brightness controls and 
electronical switches. 

Case Plastic case TO 220 AB, the anode is connected 

to the mounting flange. 

Associated parts Matching plate C67067-A9000-C166 

Mica washer C67067-A9000-C165 

System Silicon, fully diffused, glass passivated 

A1 anode 1 
A2 anode 2 
(case) 

G gate 


Case temperature 
measuring point 



Type 

Maximum 

repetitive 

peak 

off-state or 

reverse 

voltage 

'^DRM. '^RRM 

Maximum 

rms 

on-state 

current 

^TRMS 

Minimum g 

Polarity to 

A2 , G + 

ate trigger! 

terminal A1 

A2-f,G- 

current Iqj 

A2; G- 

A2;G-t- 

Minimum 

holding 

current 

TX C10K40 


4A 

50mA 

50mA 

50mA 

— 

50mA 

TX C10K40M 


< 

CO 




— 

50mA 

TXC10K50 

500V 

4A 

50mA 

50mA 

50mA 

— 

50mA 

TXC10K50M 


6 A 

50mA 

50mA 

50mA 

— 

50mA 

TXC10H60 



25mA 

25mA 

25mA 

50mA 

25mA 

TX C10K60 


4A 

50mA 

50mA 


— 

50mA 

TXC10L60 

600V 


75mA 

75mA 


— 

75mA 

TX C10H60M 



25mA 

25mA 



25mA 

TXC10K60M 


6 A 

50mA 

50mA 



50mA 

TX C10L60M 



75mA 

75mA 



75mA 

TXC10H70 



25mA 

25mA 


50mA 

25mA 

TXC10K70 


4A 

50mA 

50mA 


— 

50mA 

TXC10L70 

700V 


75mA 

75mA 


— 

75mA 

TXC10H70M 



25mA 

25mA 



25mA 

TXC10K70M 


6 A 

50mA 

50mA 



50mA 

TX C10L70M 



75mA 

75mA 



75mA 

TXC10K80 

800V 

4A 

50mA 

50mA 

50mA 

— 

50mA 

TX C10K80M 


6 A 

50mA 

60mA 

50mA 

— 

50mA 
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Triacs 


TXC10 


Main circuit limit values 

Type TXC10... 

TXC10...M 

Secondary conditions 

Maximum continuous off-state 
or reverse blocking current 

^D, /r 


0.4 mA 

i9j = 115°C, at 1/drm, ^'rrm 

Maximum on-state voltage 
in both directions 

1/t 

3.53 V 

2.36 V 

Si= 25°C, /r = 3/trms(I) 

Threshold voltage 

'/(TO) 

2.04 V 

1.32V ^ 

1 Equivalent straight line for loss 

Slope resistance 

rj 

115mQ 

57 mO . 

1 calculation, i9j = 115°C 

Maximum rms on-state current 

hms(\) 4 A 

6A 

,9c = 90°C 

Single cycle surge current sine 
wave 50 Hz 

/tsm(i) 

40 A 

55 A 

.9j = 25° C 

value (loading in one 
direction) 

J/'df 

SA^s 

15A2s 

= 25'’C,f= 10ms 

Gate circuit limit values 
Minimum gate trigger current 


Igt 

seetable 

^j = 25°C,l/AiA2^12V 

Minimum gatetriggervoltage in both 




directions 


^GJ 

2V 

i9j = 25°C, 1/aia2^ 12V 

Temperature dependence of the gate 




triggervoltage 


aVGT 

-3mV/K(typ.) 

-40to115°C 

Maximum gate non-triggervoltage in 




both directions 


^'gd 

0.2V 

i9j = 115°C, 0.5 l/DRMorO.5 Vrrm 

Maximum permissible positive and 




negative gate current 


/gm 

3A 

Peak value, fp ^ lOjiS 

Dynamic values, switching behavior 
Minimum holding currentin both 




directions 


Ih 

seetable 

^j= 25°C,I/aia2 = 12V 

Critical rate of rise of on-state current 



in both directions 


(d/ydi)cr 

20 A/}is 

= 115°C 

Critical rateof rise of off-state voltage {6v/6t)cr 

20V/PS 

Si = 115°C, 

In both directions 




Vmax. = 0-67 \/drm or 1 /rrm 

Critical rateof rise of off-state voltage (dv/d/)crq 

5V/ps 

= 115°C, 

following commutation in both 




Knax. = 0.67 VoRMOr 1 /rrm 

directions 




(d//df)q =0.53/TRMS(i)A/ms 

Thermal values 





Maximum continuously permissible 




junction temperature 



-f115°C 


Operating temperature range 



-40to +115°C 


Storage temperature range 



-40to -f 150°C 


Thermal resistance 


^thJC 

2.7 K/W 

Loading with sinusoidal current, 
360° angle of current flow and 
f = 40Hzto60Hz 

Mechanical values 

Leakage path 



approx. 2 mm 

Anode 1 -anode2 

Weight 



approx. 2 g 


Vibration resistance 



lOgf 

At 50 Hz, without heatsink 

Humidity category 



F 

In accordance with DIN 40040 
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Triacs 


TXC10 


On-State characteristic curves, TX C10... 



Input characteristic curves, triggering ranges 
and curves of constant power dissipation 



—''g 


On-State power dissipation 
characteristic curves (overcurrent range), 
mains operation 40 to 60 Hz, TX CIO... 



On-state characteristic curves, TXC10... M 



On-state power dissipation 
characteristic curves (overcurrent range), 
mains operation 40 to 60 Hz, TXC 10... M 
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On-state power dissipation characteristic curves, TX C10.. 

nomogram for determination of max. rms on-state currents (limit values) for various cooling conditions, 
mains operation 40 to 60 Hz 
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On-state power dissipation characteristic curves, TX C10... M, 

nomogram for determination of max. rms on-state currents (limit values) for various cooling conditions, 
mains operation40to60 Hz 
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Triac Series 2N6343 2N6344 

8 AMPS RMS; \/drm up to 800 Volts 


■ 8 Amperes RMS 

■ Blocking voltage up to 800 volts 

■ Glass passivated chip for maximum reliability 


Dim. 

Inches 


Millimeter 


IVlinimum 

Maximum Minimum 

Maximum 

A 

0.560 

0.625 

14.23 

15.87 

B 

0.380 

0.420 

9.66 

10.66 

C 

0.140 

0.190 

3.56 

4.82 

F 

0.139 

0.147 

3.531 

3.733 

H 

.... 

0.250 

.... 

6.35 

J 

0.014 

0.022 

0.35 

0.56 

K 

0.500 

0.502 

12.70 

14.27 

N 

0.190 

0.210 

4.83 

5.33 

Q 

0.100 

0.120 

2.54 

3.04 

S 

0.020 

0.055 

0.51 

1.39 

T 

0.230 

0.270 

5.85 

6.85 

W 

0.027 

0.035 

0.68 

0.89 


Case Temp. 
Reference Point 


B-^ 



F r 

1 - 


1 

-i 

g 

^ Q 

1 

2 3 

M 

I 


4 

J 


— N 


1 MT 1 

2 MT 2 

3 Gate 

4 MT 2 


Catalog Number 

Rep. Peak Off-State Voltage. 


'^DRM '^RRM 


(Volts) 

2N6343 

400 

2N6344 

600 

2N6345 

800 


TO-220AB 


2N6345 
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Triac 

8 AMPS RMS; I^drm up to 800 Volts 


Series 2N6343 2N6344 2N6345 


Electrical Characteristics 




On State 

Max. RMS on-state current 

Max. peak one cycle non-repetitive 
surge current 

Max. capability for fusing 

^T(RMS) 

hsM 

IH 

8 Amps 

100 Amps 
40A2S 

T^ = 90°C all conduction angles 

one cycle, 60HZ, Tj max = 100°C 

Switching 

Max. peak on-state voltage 

Vm 

1.55 Volts 

/jM = 11A peak 

Max. thermal resistance 

^0JC 

2.2°C/W 

either direction, 25°C 

DC, junction to case 

Max. holding current 

'h 

40mA 

25°C,V supply = 12V 

Max. holding current 

'h 

75mA 

-40°C,V supply = 12V 

Thermal values 

Operating junction temp range 

h 

-40°Cto +100°C 

Storage temperature range 

^stg 

-40oCto 4-150°C 

Off State 

Max. leakage current 

^DRM 

2 mA 

Tj = lOO^CandVoRM 

Critical rate of rise of 

dv/dt 

5v//[iSec. 

Tj = 80 °C, Vmax = .67 Vqrm 

commutation voltage 




Triggering 

Max. peak gate current 

^GM 

2.0A 

positive or negative gate 

Max. required DC gate current 

^GT 

50mA 

current, tp = 10/xSec. 

MT2-i-,G-i- 

to trigger 25°C, Vd^12V 


75mA 

MT2-f,G- 

Note 1 


50mA 

MT2-, G- 

Max. required DC gate voltage 

'^GT 

75mA 

2.5volts 

MT2-, G -f- 
25 °C, Vd^12V 

to trigger (note 1) 

Min. required DC gate voltage 

I'gd 

0.2 volts 

115°C,0.5Vdrm.O'’ 

to trigger (note 2) 



0.5Vr„„ 


Note 1 Max. required gate trigger current (or voltage) Is the lowest value 

which wiii trigger all units under the conditions shown. 


Note 2 Min. required gate trigger voltage is the value below which no unit 

will trigger with rated principal voltage. 
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Triacs 


TXD10 


Triacs for 400 to 800 V peak off-state voltage and maximum rms 
on-state currents of 8A and 12A 

Application Mainly for ac power controllers in power supply 
units and devices of the consumer electronics, 
e.g. for motor controls, brightness controls and 
electronical switches. 

Case Plastic case TO 220 AB, the anode Is connected 

to the mounting flange. 

Associated parts Matching plate C67067-A9000-C166 

Mica washer C67067-A9000-C166 

System Silicon, fully diffused, glass passivated 

A1 anode 1 
A2 anode 2 (case) 
G gate 


Case temperature 
measuring point 



Type 

Maximum 

Maximum 

Minimum gate trigger current Iqj 


Minimum 


repetitive 

rms 





hoiding 


peak 

on-state 





current 


off-state or 

current 

Poiarity to terminai A1 





reverse 

^TRMS 







voitage 

'^DRM. '^RRM 



A2 + ,G- 


A2-,G-h 


TX D10K40 


8 A 




— 

50mA 

TX D10L40 


75mA 



— 

75mA 

TXD10K40M 

400V 

10A 

50mA 



_ 

50mA 

TX D10L40M 

75mA 



— 

75mA 

TX D10K40P 


12A 

50mA 



_ 

50mA 

TX D10L40P 


75mA 



— 

75mA 

TX D10K50 


8 A 


50mA 

50mA 

— 

50mA 

TX D10K50M 

500V 

10A 

50mA 

50mA 

50mA 

— 

50mA 

TX D10K50P 


12A 


50mA 

50mA 

— 

50mA 

TX D10H60 







25mA 

TX D10K60 


8 A 




^B 3 I |^^3 

50mA 

TX D10L60 







75mA 

TX D10H60M 







25mA 

TX D10K60M 

600V 

10A 





50mA 

TX D10L60M 







75mA 

TX D10H60P 






3 |^|^||H| 

25mA 

TX D10K60P 


12A 





50mA 

TX D10L60P 







75mA 

TXD10H70 





KRm 


25mA 

TX D10K70 


8 A 




^393^^3 


TX D10L70 







75mA 

TX D10H70M 



25mA 


|||^^hK3I 


25mA 

TX D10K70M 

700V 

10A 

50mA 



^393^^3 

50mA 

TX D10L70M 



75mA 




75mA 

TX D10H70P 



25mA 




25mA 

TX D10K70P 


12A 

50mA 




50mA 

TX D10L70P 



75mA 


3 S 5 E!^I 


75mA 

TX D10K80 


8 A 

50mA 

50mA 


— 

50mA 

TX D10K80M 

800V 

10A 

50mA 

50mA 

50mA 

— 

50mA 

TX D10K80P 


12A 

50mA 

50mA 

50mA 

— 

50mA 
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Triacs 


TXD10 


Main circuit limit values 

Type TX DIO.. 

DIO DIO 

Secondary conditions 




...M ...P 


Maximum continuous off-state or 
reverse blocking current 

/d,/r 


0.4 mA 

i9j = 115°C, at Vdrm, 14rm 

Maximum on-state voltage 

Uj 

3.52 V 

_ 

25"C,/r = 24A 

In both directions 


- 

2.82 V - 

/r = 30A 



- 

2.5V 

/t = 36A 

Threshold voltage 

V{jo) 

1.85 V 

1.45 V 1.1V 1 

1 Equivalent straight linefor loss 

Slope resistance 

rj 

64 mn 

43 mQ 38mnj 

1 calculation, i9j = 115°C 

Maximum rms on-state current 

hms(\) 

8A 

10A 12A 

i9c=80°C 

Single cycle surge current 
sine wave 50 Hz 

/tsm(i) 

80 A 

90A 100A 

i9j = 25°C 

value 




(loading in one direction) 

;/2dt 

32A2s 

40A2S 50A2s 

i9j = 25°C, f = 10ms 

Gate circuit limit values 

Minimum gatetrigger current 

hi 


seetable 

,9j = 25°C,l/AiA2^12V 

Minimum gate trigger voltage in 
both directions 

Vqt 


2V 

^j = 25°C,l/AiA2^12V 

Temperature dependency of the 
gate trigger voltage 

avGT 


-3mV/K(typ.) 

= -40to + 115°C 

Maximum gate non-trigger 
voltage in both directions 

Vgd 


0.2V 

i9j = 115°C, 0.5 l/bRMorO.5 \/rrm 

Maximum permissible positive 
and negative gate current 

/gm 


3A 

Peakvalue, tp ^ 10 ^is 

Dynamic values, switching behavior 




Minimum holding current in both 
directions 

Ih 


seetable 

i9i= 25°C,1/aia2 = 12V 

Critical rate of rise of on-state 
current in both directions 

(d//dt)or 


20A/JIS 

,9j = 115°C 

Critical rate of rise of off-state 

(di^/dt)c, 


20V/HS 

i9j = 115°C, 

voltage in both directions 




Knax. = 0.67 VoRMOr 1 /rrm 

Critical rate of rise of off-state 

CL 

Q. 

.0 

5V/ps 

i9j = 115°C, I4ax. = 0.67 1/DRM 

voltage following commutation 
in both directions 




(d/7df)q = 0.53/TRMS(i)A/ms 

Thermal values 





Maximum continuously permissible 




junction temperature 

■^(i) 


115°C 


Operating temperature range 



-40to-t-115°C 


Storage temperature range 



-40to-l-150"C 


Thermal resistance 

^thJC 


2.0 K/W 

Loading with sinusoidal current, 
360° angle of current flow and 
f=40Hzto60Hz 

Mechanical values 

Leakage path 



approx. 2 mm 

Anode 1 -anode2 

Weight 



approx. 2 g 


Vibration resistance 



10sr 

At 50 Hz, without heat sink 

Humidity category 



F 

In accordance with DIN 40 040 
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On-State characteristic curves, TX DIO... 



On-state characteristic curves, TX D10... P 



Temperature dependency 
of the gate trigger currents 


On-state characteristic curves, TX D10.. 





Input characteristic curves, 
triggering ranges and curves 
of constant power dissipation 



On-state power dissipation 
characteristic curves (overcurrent range), 
mains operation 40 to 60 Hz, TX D10... 



























On-State power dissipation 
characteristic curves (overcurrent range), 
mains operation 40to 60 Hz, TXD10... M 


On-state power dissipation 
characteristic curves (overcurrent range), 
mains operation 40 to 60 Hz, TXD 10... P 


wmm 

wjsmr 

— 


wssm 

Hi 


mmmmm 
mmm/jm 
mmmamm 

wsim _ 

—im 


) 5 10 15 20 25 30 35 40 A 45 

^ ^TRMS 


0 5 10 15 20 25 30 35 40 45 50 55 A 60 


On-State power dissipation characteristic curves, TX DIO.. 

nomogram for determination of max. rms on-state currents (limit values) for various cooling conditions, 
mains operation40to60 Hz 


siB«an 


On-state power dissipation characteristic curves, TX D10... M 

nomogram for determination of max. rms on-state currents (limit values) for various cooling conditions, 
mains operation40to60 Hz 


















On-State power dissipation characteristic curves, TX D10... P, 

nomogram for determination of max. rms on-state currents (limit values) for various cooling conditions, 
mains operation 40to 60 Hz 


TXDIO.. P.n 
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Tiiac 

12 AMPS RMS; Vdrm up to 800 Volts 


Series 2N6343A 2N6344A 2N6345A 


■ 12 Amperes RMS 

■ Blocking voltage up to 800 volts 

■ Glass passivated chip for maximum reliability 


Dim. Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum 

A 

0.560 

0.625 

14.23 

15.87 

B 

0.380 

0.420 

9.66 

10.66 

C 

0.140 

0.190 

3.56 

4.82 

F 

0.139 

0.147 

3.531 

3,733 

H 

.... 

0.250 

.... 

6.35 

J 

0.014 

0.022 

0.35 

0.56 

K 

0.500 

0.502 

12.70 

14.27 

N 

0.190 

0.210 

4.83 

5.33 

Q 

0.100 

0.120 

2.54 

3.04 

S 

0.020 

0.055 

0.51 

1.39 

T 

0.230 

0.270 

5.85 

6.85 

W 

0.027 

0.035 

0.68 

0.89 


Catalog Number Rep. Peak Off-State Voltage. 

^DRM '^RRM 



(Volts) 

2N6343A 

400 

2N6344A 

600 

2N6345A 

800 


Case Temp. 
Reference Point 



1 MT 1 

2 MJ 2 

3 Gate 

4 MT 2 


TO-220AB 
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Triac 


Series 2N6343A 2N6344A 2N6345A 


Electrical Characteristics 




On State 

Max. RMS on-state current 

^T(RMS) 

12 Amps 

T^ = 80°C 

Max. peak one cycle 60HZ non- 
repetitive surge current 

^TSM 

120 Amps 

Tj max = 100°C 

Max. /^t capability for fusing 


59A2S 


Switching 

Max. peak on-state voltage 


1.75 Volts 

= 17 Amps 

Max. thermal resistance 

ROsic 

2.0°C/W 


Max. holding current 

In 

40mA 

Ij = 200mA, V supply = 12V 

Max. holding current 

Ih 

75mA 

-40°C, /t = 200mA, V supply = 12V 

Thermal values 

Operating junction temp range 


-40°Cto -t-110°C 

Storage temperature range 

^StQ 

^O'Cto +150°C 

Off State 

Max. leakage current 

^DRM 

2 mA 

Tj = 110°C 

Critical rate of rise of 

dv/dt 

SvIfiSec. 

Tj = 25°C,Vmax = .67 V^rm 

commutation voltage 




Triggering 

Max. peak gate current 

^GM 

2.0A 

positive or negative gate 

Max. required DC gate current 

^GT 

50mA 

current, tp = lO/^iSec. 

MT2-t-,G + 

to trigger 25°C, \/d^12V 


75mA 

MT2-t-,G- 

Note 1 


50mA 

MT2-, G- 

Max. required DC gate voltage 

Vgt 

75mA 

2.5volts 

MT2-, G + 

25 °C, Vd^12V 

to trigger (note 1) 

Min. required DC gate voltage 

'^GD 

0.2 volts 

115°C,0.5VDRM,or 

to trigger (note 2) 



0-5Vrrm 


Note 1 Max. required gate trigger current (or voltage) is the lowest value 

which will trigger all units under the conditions shown. 


176 






Small Thyristors 


Series BSt C12 


Thyristors with short turn-off time for400 V to 750V; maximum mean on-state current (limit value) 2.5 A 


Application: Deflection circuits in television receivers, regulation 

and control circuits in industrial and household elec¬ 
tronics 

Case Plastic case TO 220 AB, the anode Is connected to 

the mounting flange 

Associated parts Matching plate C67067-A9000-C166 

Mica washer C67067-A9000-C165 

System Silicon, fully diffused, glass passivated 


Case temperature 
measuring point — 



Dimensions in mm 


Type 

Ordering code 

Maximum 

Maximum gate 

Maximum 

Critical rate 



repetitive 

trigger current 

holding 

of rise of 



peak off-state or 

Vd = 6V 


current 

off-state voltage 



reverse voltage 

^, = 25°C 

= -40°C 

^, = 25°C 

0.67 i/oRM 



K)RMr Vrrm 

7gt 


/h 

i> = 100°C 
(di'/df),. 

BStC1226 

C67048-A1428-A2 

400 V 





BStC1233 

C67048-A1428-A3 

500 V 





BSt C1240 

C67048-A1428-A4 

600 V 

50 mA 

90 mA 

100mA 

lOOV/ps 

BStC1246 

C67048-A1428-A5 

700 V 





BStC1250 

C67048-A1428-A7 

750 V 






Max. mean on-state currents /tav{i) or max. rms on-state currents /trms{i) for mains operation 40 to 60 Hz 


Mounting 

Case 

temperature 

A-1^ 

* TAV 

izo" * 

1 - f hsj 

GO” ♦ 

\ ^TRM3 

180” 1 

Chassis mounting 

,9c = 80°C 

2.5A 

2.1 A 

1.75 A 

1.2A 

4A 
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Small Thyristors 


Series BSt C12 


Main circuit limit values 



Secondary conditions 

Maximum continuous off-state or 
reverse blocking current 

h, h 

1 mA 

i9j = 100°C, at Vdrm, Vrrm 

Maximum on-state voltage 

Vj 

3.4 V 

S■^= 25°^ At = 7.5 A 

Threshold voltage 

l/(TO) 

1.85 V 1 

, Equivalent straight line for loss cal- 

Slope resistance 

rj 

134mn j 

culation, = 100°C 

Maximum mean on-state current 

/tav(I) 

2.5A 

,9c = 80° C, sinusoidal current, 

A= 180° 

Maximum rms on-state current 

/trms(I) 

4A 


Surge on-state current 

hsM(\) 

50 A 

,9j = 25° C'1 Sinusoidal half wave 


35 A 

,9j = 100°C ) f=50Hz, \/r = 0V 

rvalue 


12.5A2S 

6 A^s 

> 

o 

11 

<0 

E 

o 

II 

U O 

0 0 
in o 
CN o 

II II 

Gate circuit limit values 

Maximum gate trigger current 

/gt 

50 mA 

,9j= 25°C, \/d^6V 

Maximum gate trigger voltage 
Temperature dependency of 

Kst 

2V 

,9j= 25° C 

the gate triggervoltage 

avGT 

-2.7mV/K 

,9j= -40°Cto-f100°C 

Maximum gate non-trigger voltage 

^GD 

0.2 V 

,9j = 100°C,0.5\/DRM 

Maximum permissible gate current 

/gm 

3A 

Peakvalue, 10p.s 

Maximum negative gate voltage 

^GRM 

lOV 

Peakvalue 

Dynamic values, switching behavior 
Maximum holding current 

Ih 

100mA 

,9j== 25°C, I/d = 6V 

Latching current 

4at 

200 mA 

,9j= 25° C, 

tgt ^ 100 |1S, /q ^ 5 /qt 

Delay time 

^gd 

1.5|is 

,9|= 25° C. 

Iq = 250 mA, d/c/df = 1 A/^is 

Critical rate of rise of on-state current 

(d//dr)cr 

lOOA/ps 

,9j = 100° C. 0.67 I/drm, 
d/G/df= 1 A/|is 

Critical rateof rise of off-state voltage (dv/d/jcr 

lOOV/ps 

,9j = 100°C,0.67l/DRM 

Turn-off time 


20 ps 

,91 = 100°C, 1/r> 100 V 

Thermal values 




Maximum continuously permissible 
junction temperature 


100°C 


Operating temperature range 


-40to+100°C 


Storage temperature range 

Thermal resistance for constant 


-40to-f 150'^C 


current 

^thJC 

2.6 K/W 

Calculated value 

Mechanical values 

Leakage path 


approx. 2 mm 

Anode-cathode 

Weight 


2g 


Vibration resistance 


lOgr 

At 50 Hz, without heat sink 

Humidity category 


F 

In accordance with DIN 40040 
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Small Thyristors 


Series BSt C12 


Permissible case temperature 
versus on-state current, 
mains operation40to 60 Hz 
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Small Thyristors 


Series BSt C10 


Thyristors In plastic cases for 400 to 800 V; 

maximum mean on-state current (limit value) 4 A and 6 A 

Application Mainly for mains-commutated converters of all 

types, e.g. motor controls, switch applications, reg¬ 
ulation and control circuitsfor industrial and house¬ 
hold electronics 

Case Plastic case TO 220 AB, the anode is connected to 

the mounting flange 

Associated parts Matching plate C67067-A9000-C166 Dimensions in mm 
Mica washer C67067-A9000-C165 

System Silicon, fully diffused, glass passivated Case temperature 

measuring point 


Type 

Ordering code 

Maximum 
repetitive 
peak off-state or 
reverse voltage 
KiRM 

Maxi¬ 

mum 

mean 

on-state 

current 

fTAV(l) 

Maximum 
gate trigger 
current 

fcT 

Maximum 

holding 

current 

Ih 

Latching 

current 

flAT 

Critical rate 
of rise of 
off-state 
voltage 
(dv/df)cr 

BStC1026 

C66048-A1425-A2 

400 V 

4A 

25 

mA 

80 mA 

160 mA 

50V/^is 

BStC1026M 

C66048-A1425-A3 


6A 

25 

mA 

80 mA 

160 mA 

50V/^s 

BStC1033 

C66048-A1425-A4 

500 V 

4A 

25 

mA 

80 mA 

160mA 

50V/PS 

BStC1033M 

C66048-A1425-A5 


6A 

25 

mA 

80 mA 

160 mA 

50V/}is 

BStC1040 

C66048-A1425-A6 


1 

25 

mA 

80 mA 

160 mA 

50V/PS 

BStC1040S2 

C67048-A1425-A29 



1.5mA 

10mA 

20 mA 

5V/ps 

BStC1040S1 

C67048-A1425-A25 



3 

mA 

10mA 

20 mA 

lOV/ps 

BStC1040B 

C66048-A1425-A7 


4A 

5 

mA 

20 mA 

40 mA 

50V/1IS 

BStC1040C 

C66048-A1425-A8 



10 

mA 

50 mA 

100mA 

lOOV/^is 

BStC1040D 

C66048-A1425-A9 

600 V 


25 

mA 

80 mA 

160mA 

lOOV/ps 

BStC1040M 

C66048-A1425-A10 



25 

mA 

80 mA 

160mA 

50V/PS 

BSt C1040 MS2 

C67048-A1425-A30 



1.5mA 

10mA 

20 mA 

5V/ps 

BSt Cl 040 MSI 

C67048-A1425-A26 



3 

mA 

10mA 

20 mA 

lOV/ps 

BStC1040MB 

C66048-A1425-A11 



5 

mA 

20 mA 

40 mA 

50V/PS 

BStC1040MC 

C66048-A1425-A12 


6A 

10 

mA 

50 mA 

100mA 

lOOV/ps 

BStC1040MD 

C66048-A1425-A13 



25 

mA 

80 mA 

160mA 

lOOV/ps 

BStC1046 

C66048-A1425-A14 



25 

mA 

80 mA 

160mA 

50V/PS 

BStC1046S2 

C67048-A1425-A31 



1.5 mA 

10mA 

20 mA 

5 V/ps 

BStC1046S1 

C67048-A1425-A27 



3 

mA 

10mA 

20 mA 

lOV/ps 

BStC1046B 

C66048-A1425-A15 


4A 

5 

mA 

20 mA 

40 mA 

50 V/ps 

BStC1046C 

C66048-A1425-A16 



10 

mA 

50 mA 

100 mA 

100 V/ps 

BSt C1046 D 

C66048-A1425-A17 1 

700 V 


25 

mA 

80 mA 

160mA 

100 V/ps 

BStC1046M 

C66048-A1425-A18 



25 

mA 

80 mA 

160mA 

50 V/ps 

BStC1046MS2 

C67048-A1425-A32 



1.5mA 

10 mA 

20 mA 

5 V/ps 

BStC1046MS1 

C67048-A1425-A28 



3 

mA 

10 mA 

20 mA 

10 V/ps 

BStC1046MB 

C66048-A1425-A19 


6A 

5 

mA 

20 mA 

40 mA 

50 V/ps 

BStC1046MC 

C66048-A1425-A20 



10 

mA 

50 mA 

100mA 

100 V/ps 

BStC1046MD 

C66048-A1425-A21 



25 

mA 

80 mA 

160mA 

100 V/ps 

BStC1053 

C66048-A1425-A22 

800 V 

4A 

25 

mA 

80 mA 

160mA 

50 V/ps 

BStC1053M 

C66048-A1425-A23 


6A 

25 

mA 

80 mA 

160mA 

50 V/ps 



Max. mean on-state currents /tav(i) or max. rms on-state currents /trms(i) for mains operation 40 to 60 Hz 


Type 

Case 

temperature 

..Aav 

A-iao° ♦ 


^ 

'Z0° * 

I.;-.. 

A _ t, 

_ ,-^TRMS 

180° ^ 

BStCIO.. 

85° C 

4A 

3.8A 

3.1 A 

2.1 A 

6.3A 

BStC10..M 

85° C 

6A 

5.7 A 

4.6 A 

3.2A 

9.4 A 
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Small Thyristors 


Series BSt C10 


Main circuit limit values 

Type 

BStCIO... C10..M 

Secondary conditions 

Maximum continuous off-state or 
reverse blocking current 

h. /r 

0.4 mA 

i9j = 115°C, atl/oRMr Vrrm 

Maximum on-state voltage 

Vt 

2.94 V 1.78 V 

i9j = 25° C, 4 = 3 /tav(i) 

Threshold voltage 

V(jo) 

1.54V 1.06V 

"1 Equivalent straight line for loss 

Slope resistance 


98 m^2 42 mCl 

/calculation, i9j = 115°C 

Max. mean on-state current 

/tAV(1) 

4A 6A 

i9c= 85° C, sinusoidal current, 

-1= 180° 

Max. rms on-state current 

/tRMS(I) 

6.3 A 9.4 A 


Surge on-state current 

hsM(\) 

60A 95A 

Q. _ oRop ( 

Q iiROf'^ sinusoidal half wave. 



40 A 60 A 

/:^50Hz, 1 /r = 0V 

/2 rvalue 

J/"df 

18A2s 45A2S 
8A2s 18A2s 


Gate circuit limit values 

Maximum gate trigger current 

/gt 

see table 

^9j = 25°C, Vd^6V 

Maximum gate trigger voltage 

Kst 

2V 

= 25°C 

Temperature dependency of 
thegatetriggervoltage 

aVGT 

-3mV/K(typ.) 

= -40to -f 115°C 

Maximum gate non-trigger 
voltage 

I/gd 

0.2V 

i9j = 115°C, 0.5 1 /drm 

Maximum permissible gate 
current 

/gm 

5A 

Peak value, fp ^ lOp-s 

Maximum negative gate voltage 

Vgrm 

10V 

Peakvalue 

Dynamic values, switching behavior 



Maximum holding current 

/h 

see table 

25°C, I/d = 6V 

Latching current 

4 AT 

see table 

tgt ^ 100 ^is, 4^5 /gt, t9j = 25° C 

Delaytime 

^gd 

1.5p.s 

25° C, 

Iq = 250 mA, d/c/df = 1 A/\ls 

Critical rate of rise of on-state 
current 

(d/ydf)cr 

50 A/|is 

i9j = 115° C, 0.67 1 /drm 

Critical rate of rise of off-state 
voltage 

(6v/dt)cr 

seetable 

= 115° C, 0.67 1/drm 

Turn-off time 

4 

50^Ls(typ.) 

^j = 115°C, 1 /r>100V 

Thermal values 




Maximum continuously permissible 



junctiontemperature 

■^(ii 

-f 115°C 


Operating temperature range 


-40to-f-115°C 


Storagetemperature range 
Thermal resistance for constant 


-40to-f150°C 


current 

^thJC 

2.6 K/W 

Calculated value 

Mechanical values 

Leakage path 


approx. 2 mm 

Anode-cathode 

Weight 


2g 


Vibration resistance 


lOgr 

At 50 Hz, withoutheatsink 

Humidity category 


F 

In accordance with DIN40 040 
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Small Thyristors 


Series BSt C10 


On-State characteristic curves, BSt C10... 


On-state characteristic curves, BSt C10.. M 





1.1 1,4 1,7 2.0 2.3 2,6 2.9 V 3.2 


Input characteristic curves, 

triggering ranges and 

curves of constant power dissipation 


Temperature dependency 
of the gate trigger currents 


SB 
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On-State power dissipation 
characteristic curves (overcurrent range) 
mains operation 40 to 60 Hz, BSt C10... 


On-state power dissipation 
characteristic curves (overcurrent range) 
mainsoperation40to60 Hz, BStC 10.. M 
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Small Thyristors 


Series BSt C10 


On-State power dissipation characteristic curves, BStCIO.. 

diagram for determination of max. mean on-state currents (limit values) for various cooling conditions, 
mains operation 40 to 60 Hz 
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On-State power dissipation characteristic curves, BStCIO.. M, 

diagram for determination of max. mean on-state currents (limit values) for various cooling conditions, 
mains operation40to 60 Hz 
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Permissible case temperature, BSt CIO. 
versus on-state current, 
mains operation40to60 Hz 


Permissible case temperature, BSt C10.. M, 

versus on-state current, 
mainsoperation40to60 Hz 















Small Thyristors 


Series BSt C10 



Thermal resistance Ar 


Temperature dependency 















Silicon Controlled Rectifiers 

12 Amps RMS; Vdrm and up to 1200 Volts 


Series BSt D16 


□ 16 Amperes RMS 

□ Industry standard TO-220AB package 

□ Blocking voltage up to 1200 volts 

□ Glass passivated chip 

□ Available without anode lead for Increased 
creepage path (add “S3” to part number) 


Dim. 

Inches 


Miliimeter 


Minimum 

Maximum Minimum 

Maximum 

A 

0.560 

0.625 

14.23 

15.87 

B 

0.380 

0.420 

9.66 

10.66 

C 

0.140 

0.190 

3.56 

4.82 

F 

0.139 

0.147 

3.531 

3.733 

H 

.... 

0.250 

.... 

6.35 

J 

0.014 

0.022 

0.35 

0.56 

K 

0.500 

0.502 

12.70 

14.27 

N 

0.190 

0.210 

4.83 

5.33 

Q 

0.100 

0.120 

2.54 

3.04 

S 

0.020 

0.055 

0.51 

1.39 

T 

0.230 

0.270 

5.85 

6.85 

W 

0.027 

0.035 

0.68 

0.89 


Case Temp. 
Reference Point 



2 Anode 

3 Gate 

4 Anode 

TO220AB 


Type 

Note 1 

Maximum 

repetitive 

peakoff-state 

voitage 

^DRMj'^RRM 

Maximum 
gate trigger 
current 

rj = 25°C 

^GT 

Maximum 

hoiding 

current 

'h 

Latching 

current 

Criticai rate 
of rise of 
off-state 
voltage 
dv/df 

BStD1666M 


10 mA 

50 mA 

60 mA 

50V//4S 

BStD1666N 

1000 V 

20 mA 

80 mA 

100 mA 

100 V//^s 

BStD1666P 


50 mA 

150 mA 

200 mA 

200V/^s 

BStD1680M 


10 mA 

50 mA 

60 mA 

50 V//XS 

BStD1680N 

1200V 

20 mA 

80 mA 

100 mA 

lOOV/^iS 

BStD1680P 


50 mA 

150 mA 

200 mA 

200 \JlfiS 


Note 1.: Add “S3” to part number to specify no anode lead for increased 
creepage path. Example: BStD1680MS3. 
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Silicon Controlled Rectifiers 


Series BSt D16 


Electrical Characteristics 




On State 

Max. RMS on-state current 

^T(RMS) 

12 Amps 

7-c = 75°C 

Max. peak one cycle 60 Hz non- 
repetitlve surge current 

^TSM 

100 Amps 

Tj = 115°C 

Max. IH capability for fusing 

IH 

40A2S 

rj = 115°C,t = 8.3 ms 

Switching 

Critical rate of rise of on-state current 

di/dt 

lOOA/^tSec. 

rj = 115°C,.67VpR„ 

Max. peak on-state voltage in either 

direction 

'^TM 

1.98 Volts 

= 22.5 Amps 

Max. holding current 

'h 

see table 

> 

CO 

II 

Thermal values 

Operating junction temp range 

h 

-40°Cto -f-115°C 

Storage temperature range 

^stg 

-40°Cto +150°C 

Max. thermal resistance 

f?0JC 

2°C/W 


Blocking 

Max. leakage current 

^RRM 

2.5 mA 

Tj = 11500 and VpRM 

Critical rate of rise of 

dv/dt 

see table 

Tj = 11500, .67 VpRM 

off-state voltage 



Triggering 

Max. gate voltage to trigger 


2V 


Max. gate current to trigger 


see table 


Max. peak gate current 

^GM 

5A 

fp = lO^tSec. 

Max. negative gate voltage 

'^GM 

lO.Ovolts 

Forward 

Max. peak gate voltage 

''gm 

5.0 volts 

Reverse 

Max. peak gate power 

^GM 

5.0W 

t = 10/iSec. 

Average gate power 

^G(AV) 

.5W 


Mechanical values 

Leakage path* 


approx. 2 mm 

anode-cathode 

Weight 

Vibration resistance 


approx. 2 g 
lOg 

at 50 Hz without heatsink 

Humidity category 


F 

in accordance with DIN40 040 

*Also available without anode lead for Increased creepage path ■ 

• Add S3 to part number. 
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Small Thyristors 


Series BSt D10 


Thyristors in plastic cases for 400 V to 800 V; 

maximum mean on-state current (limit value) 8 A and 10 A 

Application Mainlyfor mains-commutated convertersof all 

types, e.g. motor controls, switch applications, reg¬ 
ulation and control circuits for industrial and house¬ 
hold electronics 

Case Plastic case TO 220 AB, the anode is connected to 

the mountingflange 

Associated parts Matching plate C67067-A9000-C166 Dimensions in mm 

Mica washer C67067-A9000-C165 

System Silicon, fully diffused, glass passivated 

Case temperature 
measuring point- 



Type 

Ordering code 

Maximum repe¬ 
titive peak off- 
state or reverse 
voltage 

I/dRM» ^^RM 

Maxi¬ 

mum 

mean 

on-state 

current 

h/w{\) 

Maximum 
gate trigger 
current 
I/d^6V 
a = 25°C 
hi 

Maximum 

holding 

current 

/h 

Latching 

current 

4at 

Critical rate 
of rise of 
off-state 
voltage 
(dv/df),, 

BStD1026 

C66048-A1420-A2 

400 V 

8A 

25 

mA 

80 mA 

100mA 

50V/^is 

BStD1026M 

C66048-A1420-A6 


10A 

25 

mA 

80 mA 

100mA 

50V/ps 

BStD1033 

C66048-A1420-A3 

500 V 

8A 

25 

mA 

80 mA 

100mA 

50V/HS 

BStD1033M 

C66048-A1420-A7 


10A 

25 

mA 

80 mA 

100mA 

50V/ps 

BSt D 1040 

C66048-A1420-A4 


8A 

25 

mA 

80 mA 

100mA 

50V/IIS 

BStD1040S2 

C67048-A1420-A31 



1.5mA 

10mA 

20 mA 

5V/!is 

BStD1040S1 

C67048-A1420-A27 



3 

mA 

10mA 

20 mA 

lOV/jis 

BStD1040B 

C66048-A1420-A10 



5 

mA 

20 mA 

30 mA 

50V/)is 

BStD1040C 

C66048-A1420-A14 



10 

mA 

50 mA 

60 mA 

lOOV/ps 

BSt D 1040 D 

C66048-A1420-A18 

600 V 


25 

mA 

80 mA 

100mA 

200V/HS 

BSt D 1040 M 

C66048-A1420-A8 


10A 

25 

mA 

80 mA 

100mA 

50V/IIS 

BStD1040MS2 

C67048-A1420-A32 



1.5mA 

10mA 

20 mA 

5V/ps 

BStD1040MS1 

C67048-A1420-A29 



3 

mA 

10mA 

20 mA 

lOV/ps 

BSt D1040 MB 

C66048-A1420-A12 



5 

mA 

20 mA 

30 mA 

50V/^s 

BStD1040MC 

C66048-A1420-A16 



10 

mA 

50 mA 

60 mA 

lOOV/iis 

BStD1040MD 

C66048-A1420-A20 



25 

mA 

80 mA 

100mA 

200V/^s 

BSt D1046 

C66048-A1420-A5 


8A 

25 

mA 

80 mA 

100mA 

50V/PS 

BStD1046S2 

C67048-A1420-A33 



1.5mA 

10mA 

20 mA 

5V/^is 

BStD1046S1 

C67048-A1420-A24 



3 

mA 

10mA 

20 mA 

lOV/fis 

BSt D1046 B 

C66048-A1420-All 



5 

mA 

20 mA 

30 mA 

50V/PS 

BStD1046C 

C66048-A1420-A15 



10 

mA 

50 mA 

60 mA 

lOOV/ps 

BSt D1046 D 

C66048-A1420-A19 

700 V 


25 

mA 

80 mA 

100mA 

200V/PS 

BSt D1046 M 

C66048-A1420-A9 


10A 

25 

mA 

80 mA 

100 mA 

50V/PS 

BStD1046MS2 

C67048-A1420-A34 



1.5mA 

10mA 

20 mA 

5V/ps 

BStD1046MS1 

C67048-A1420-A30 



3 

mA 

10mA 

20 mA 

lOV/ias 

BStD1046MB 

C66048-A1420-A13 



5 

mA 

20 mA 

30 mA 

50V/PS 

BStD1046MC 

C66048-A1420-A17 



10 

mA 

50 mA 

60 mA 

lOOV/ps 

BSt D 1046 MD 

C66048-A1420-A21 



25 

mA 

80 mA 

100mA 

200V/PS 

BStD1053 

C66048-A1420-A25 

800 V 

8A 

25 

mA 

80 mA 

100mA 

50V/PS 

BStD1053M 

C66048-A1420-A26 


10A 

25 

mA 

80 mA 

100 mA 

50V/PS 


Max. mean on-state currents /tav(i) or max. rms on-state currents /trms(i) for mains operation 40 to 60 Hz 


Type 

Case 

temperature 

A—If 
mA heu 
A-T8Cr f 




\ ^TRH3 

180° ^ 


IZO” ♦ 

60^ ^ 

BStDIO... 

85" C 

8A 

7.8A 

6.5A 

4.7 A 

12.5A 

BStD10..M 

85" C 

10A 

9.8 A 

8.1 A 

5.7 A 

16.0A 
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Small Thyristors 


Series BSt D10 


Main circuit limit values 

Type 

BStDlO... D10..M 

Secondary conditions 

Maximum continuous off-state or 
reverse blocking current 

Id. In 

0.4 mA 

i9j = 115°C,at\/DRM, I/rrm 

Maximum on-state voltage 

Vj 

1.8V 1.46V 

i9j = 25° C, /r = 3 /tav(i) 

Threshold voltage 

^TO) 

1.18V 0.85V 

1 Equivalent straight line for loss 

Slope resistance 

rr 

25 mn 20 mQ 

/calculation,^] = 115°C 

Max. mean on-state current 

/tav(i) 

8A 10A 

i9c= 85°C, sinusoidal current, 

A= 180° 

Max. rms on-state current 

/trms(i) 

12.5A 16A 


Surge on-state current 

/tsm(I) 

130A 160A 

i9j = 25° C1 Sinusoidal halfwave, 


90A 110A 

i9j = 115°C /^-50Hz, i/R = 0V 

value 

J/^df 

85A2s 130A2S 

40A2s eOA^s 


Gate circuit limit values 

Maximum gate trigger current 

Iqt 

see table 

$1= 25°C, 1/d^6V 

Maximum gate trigger voltage 

Vqt 

2.0 V 

i9i= 25° C 

Temperature dependency of 
the gate trigger voltage 

ttVGT 

-3mV/K(typ.) 

-40to+115°C 

Maximum gate non-trigger 
voltage 

^30 

0.2 V 

i9| = 115°C,0.51/drm 

Maximum permissible gate 
current 

Igm 

5A 

Peak value, fp ^ 10!j,s 

Maximum negative gate voltage 

Ksrm 

10V 

Peak value 

Dynamic values, switching behavior 



Maximum holding current 

Ih 

see table 

i9i = 25°C, Vb = 6V 

Latching current 

/lat 

see table 

^j = 25°C 

fgt ^100 jis, /g ^ 5 Iqj 

Delaytime 

^gd 

1.5ps 

6»j= 25° C, 

Iq = 250 mA, d/G/df = 1 A/}is 

Critical rate of rise of on-state 

(di/dtUr 

lOOA/ns 

i9j = 115°C,0.67l/DRM, 

current 



d/G/df = 1 A/jis 

Critical rate of rise of off-state 
voltage 

(dv/df)cr 

see table 

i9] = 115°C,0.67\/drm 

Turn-off time 


50vis(typ.) 

^ = 115°C, 1/r>100V 

Thermal values 




Maximum continuously permissible 



junction temperature 


-I-115'C 


Operating temperature range 

5| 

-40to4-115°C 


Storage temperature range 
Thermal resistance for constant 


-40to-h150°C 


current 

^thJC 

2.0 K/W 

Calculated value 

Mechanical values 

Leakage path 


approx. 2 mm 

Anode-cathode 

Weight 


2g 


Vibration resistance 


Wg 

At 50 Hz, without heat sink 

Humidity category 


F 

In accordance with DIN 40040 
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Small Thyristors 


Series BSt D10 



On-State power dissipation 
characteristic curves (overcurrent range), 
mains operation 40 to 60 Hz, BSt DIO... 


On-state power dissipation 
characteristic curves (overcurrent range), 
mains operation 40 to 60 Hz, BSt D 10.. M 





























Small Thyristors 


Series BSt D10 


On-State power dissipation characteristic curves, BSt D10.. 

diagram for determination of max. mean on-state currents (limit values) for various cooling conditions, 
mains operation 40to 60 Hz 
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On-State power dissipation characteristic curves, BSt D10.. M, 

diagram for determination of max. mean on-state currents (limit values) for various cooling conditions, 
mains operation 40 to 60 Hz 
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Permissible case temperature. BSt DIO.... 
versus on-state current, 
malnsoperation40to60 Hz 


Permissible case temperature, BStDIO. .M, 
versus on-state current, 
mains operation 40to 60 Hz 








































Silicon Controlled Rectifiers 

12 Amps RMS; Vdrm and up to 800 Volts 


Series 2N6397 2N6398 2N6399 


■ 12 Amperes RMS 

■ Industry standard TO-220AB package 

■ Blocking voltage up to 800 volts 


Dim. Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum 

A 

0.560 

0.625 

14.23 

15.87 

B 

0.380 

0.420 

9.66 

10.66 

C 

0.140 

0.190 

3.56 

4.82 

F 

0.139 

0.147 

3.531 

3.733 

H 


0.250 

.... 

6.35 

J 

0.014 

0.022 

0.35 

0.56 

K 

0.500 

0.502 

12.70 

14.27 

N 

0.190 

0.210 

4.83 

5.33 

Q 

0.100 

0.120 

2.54 

3.04 

S 

0.020 

0.055 

0.51 

1.39 

T 

0.230 

0.270 

5.85 

6.85 

W 

0.027 

0.035 

0.68 

0.89 


Case Temp. 
Reference Point 



2 Anode 

3 Gate 

4 Anode 


Rep. Peak Off-State Voltage. 
Voltage, 

70 = 40°to -f-IOOX 

Type 

2N6397 
2N6398 
2N6399 


400 Volts 
600 Volts 
800 Volts 


TO220AB 
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Silicon Controlled Rectifiers 


Series 2N6397 2N6398 2N6399 


Electrical Characteristics 




On State 

Max. RMS on-state current 

h (RMS) 

12 Amps 

7^90 °C 

Max. peak one cycle 60 Hz non- 
repetitive surge current 

^TSM 

100 Amps 

Tj + 125°C, rj = 125°C 

Max. R capability for fusing 


40A2S 


Max. forward leakage current 

^DRM 

2 mA 

rj = 125X 

Switching 

Max. peak on-state voltage 

''tm 

2.2 V 

/jM = 24 Amps 

Max. holding current 

'h 

40mA 

25°C,VD = 12Vd, 

Max. hoiding current 

/h 

100mA 

-40 °C 

Thermal values 

Operating junction temp range 

h 

-40°Cto -i-125°C 

Storage temperature range 

^stg 

-40°Cto -f 150°C 

Max. thermal resistance 

RQjc 

2.0°C/W 


Off State 

Max. leakage current 

Irrm 

2 mA 

7j = 125°C 

Critical rate of rise of 

dv/dt 

5v//xSec. 

7j = 125°C 

off-state voltage 




Triggering 

Max. gate voitage to trigger 


1.5V 


Max. peak gate current 

^GM 

2.0A 


Max. gate current to trigger 

^GT 

30mA 


Max. peak gate power 

^GM 

20W 


Average gate power 

^G(AV) 

.5W 




Silicon Controllecl Rectifiers Series 2N6403 2N6404 

16 Amps RMS; Vqrm and V'rrm up to 800 Volts 


■ 16 Amperes RMS 

■ Industry standard TO-220AB package 

■ Blocking voltage up to 800 volts 


Dim. 

. Inches 


Millimeter 


Minimum 

Maximum Minimum 

Maximum 

A 

0.560 

0.625 

14.23 

15.87 

B 

0.380 

0.420 

9.66 

10.66 

C 

0.140 

0.190 

3.56 

4.82 

F 

0.139 

0.147 

3.531 

3.733 

H 

.... 

0.250 

.... 

6.35 

J 

0.014 

0.022 

0.35 

0.56 

K 

0.500 

0.502 

12.70 

14.27 

N 

0.190 

0.210 

4.83 

5.33 

Q 

0.100 

0.120 

2.54 

3.04 

S 

0.020 

0.055 

0.51 

1.39 

T 

0.230 

0.270 

5.85 

6.85 

W 

0.027 

0.035 

0.68 

0.89 


Case Temp. 
Reference Point 

\ 


1' 

B—1 

iru 

j 

1 : 

RK Q 

1 

J 

w-«- 

1 H 

S 


1 Cathode 

2 Anode 

3 Gate 

4 Anode 


Rep. Peak Off-State Voltage. TO220AB 

Voltage, Vqrm 


Type 

Tc = 40°to +100°C 

2N6403 

400 Volts 

2N6404 

600 Volts 

2N6405 

800 Volts 


2N6405 



T 
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Silicon Controlled Rectifiers 

(Tq = 25°C unless otherwise specified) 


Series 2N6403 2N6403 2N6405 


Electrical Characteristics 




On State 

Max. RMS on-state current 

Max. peak one cycle 60 Hz non- 

^T{RMS) 

16 Amps 

7^90 °C 

repetitive surge current 

^TSM 

160 Amps 

Tj = 125°C 

Max. capability for fusing 


lOOA^S 

t = 8.3 ms 

Max. forward leakage current 

^DRM 

2 mA 

rj = 125°C 

Switching 

Max. peak on-state voltage 

Vtm 

1.7V 

/■TM = 32 Amps 

Max. holding current 

'h 

40mA 


Max. holding current 

'h 

60mA 

-40°C 

Thermal values 

Operating junction temp range 

h 

-40Xto +^25°C 

Storage temperature range 

^stg 

-40°Cto +150°C 

Max. thermal resistance 

RGjc 

1.5°C/W 


Off State 

Max. leakage current 

^RRM 

2 mA 

Tj = 125°C 

Critical rate of rise of 
off-state voltage 

dv/dt 

SOv/jLiSec. 

Tj = 125°C 

Triggering 

Max. gate voltage to trigger 

'^GT 

2.5V 


Max. peak gate current 

^GM 

2.0A 


Max. gate current to trigger 

^GT 

30mA 


Max. peak gate power 

^GM 

20W 


Average gate power 

^G(AV) 

.5W 
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Silicon Controlled Rectifiers 

63 Amps RMS; Vdrm and up to 1200 Volts 


Series 40C 


■ High dv/dt-200 V/jiiSec. 

■ 1000 Amperes surge current capability 

■ Economical for medium power applications 

■ Compact TO-208AC package 


Dim. Inches Millimeter 


Minimum Maximum Minimum Maximum 


A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.683 

17.19 

17.34 


C 

.... 

.755 

.... 

19.17 


D 

1.075 

1.105 

27.30 

28.06 


E 

.427 

.447 

10.84 

11.35 


F 

.135 

.140 

3.42 

3.55 


G 

.... 

.513 

.... 

13.03 


H 

.220 

.249 

5.58 

6.32 

2 

J 

.200 

.300 

5.08 

7.62 


K 

.120 

.... 

3.05 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.065 

.085 

1.65 

2.15 


P 

.145 

.155 

3.68 

3.93 

Dia. 

R 

.061 

.065 

1.54 

1.65 


S 

.025 

.030 

.64 

.76 



Motel: 1/4-28 UNF-2A 

Note2: Full thread within IVz threads 


Catalog 

Number 

Forward & 
Reverse 
Repetitive 
Blocking 

Reverse 

Transient 

Blocking 

40C10B 

100 

200 

40C20B 

200 

300 

40C40B 

400 

500 

40C60B 

600 

700 

40C80B 

800 

900 

40C100B 

1000 

1100 

40C120B 

1200 

1300 

Motel: 

To specify dv/dt other than 200V//isec, 


enter appropriate letter in place of “G”. 




TO-208AC 
( TO-66 ) 


K ^ 300V//xsec 
H > 500V//tsec 
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Silicon Controlled Rectifiers 

(Note 1) 


Series 40C 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

63 Amps 

rc = io2°c 

Max. average on-state cur. 

^T(AV) 

40 Amps 

Tc = 102°C 

Max. peak on-state voltage 


3.2 Volts 

— 500 A (peak) 

Max. holding current 

/h 

200 mA 


Max peak one cycle 

hsM 

1000 A 

rc = 102°C, 60 Hz 

surge current 

Max. IH capability for fusing 

IH 

4100A2S 

t = 8.3 ms 

Switching 




Critical rate of rise of on-state current di/dt 

lOOAZ/iSec. 

rj = 125°C 

(note 2) 

Typical delay time (note 2) 


3.0 fxsec. 


Typical circuit commutated 


100 (xsec. 

Tj = 125°C 

turn-off time (note 3) 




Thermal values 

Maximum thermal resistance 

RGjc 

0.35 °C/W 


Operating junction temp range 

h 

-40°Cto -h125°C 

Storage temperature range 

^stg 

-40°Cto +150°C 

Blocking 

Max. leakage current 

^DRM 

6 mA 

rj = 125°CandVBRM 

Max. reverse leakage 

^RRM 

6 mA 

rj = 125<=CandVRR„ 

Critical rate of rise of 

dv/dt 

200V//xsec. 

Tj = 125°C 

off-state voltage 




Triggering 

Max. gate voltage to trigger 

'^GT 

3.0V 


Max nontriggering gate voltage 

Vgd 

0.25V 

rj = 125°C 

Max. gate current to trigger 


100 mA 


Max. peak gate power 

^GM 

low 


Average gate power 

^G(AV) 

1.0W 

fp= 10/tsec. 

Max. peak gate current 

^GM 

3.0A 


Max. peak gate voltage (forward) 

'^GM 

20V 


Max. peak gate voltage (reverse) 

'^GM 

10V 


Mechanical Characteristics 




Base 

High strength copper stud and base with a 1/4-28 UNF 2A thread 
for through mounting on a heat sink. Tin plating of base prevents 


corrosion. 



Header 

Glass to metal construction 


Weight 

Approximately .635 ounce (18.0 grams) 

Mounting Torque 

30 in. lbs. max 


Dimensions 

In accordance with (TO-65) TO-208AC outline 


Note 1 Tq = 25°C unless otherwise noted 

Note 2 lJfJ^ = 50A, \^d='^drm. V'qt= 12V open circuit, 20 ohm-0.1 /isec. rise 

time 

Note 3 /ji^ = 50A, dl/dt = dAlfisec., Vr during turn-off interval = 50V min., 

reapplied dv/dt = 20V//isec., linearto rated Vqt = OV 
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Silicon Controlled Rectifiers 


Series 40C 


Figure 1 Figure 3 

Maximum case temperature Maximum power dissipation 




Figure 2 Figure 4 

Maximum case temperature Maximum power dissipation 












Peak On-State Current-Amperes 

















Silicon Controlled Rectifiers 

80 AMPS RMS; V'drm and up to 1200 Volts 


Series 050 


■ High dv/dt - 200 V//xsec. 

■ 1200 Amperes surge current capability 

■ Economical for medium power applications 

■ Compact TO-208AC package 


Dim. 

Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 


A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.683 

17.19 

17.34 


C 

.... 

.755 

.... 

19.17 


D 

1.075 

1.105 

27.30 

28.06 


E 

.427 

.447 

10.84 

11.35 


F 

.135 

.140 

3.42 

3.55 


G 

.... 

.513 

.... 

13.03 


H 

.220 

.249 

5.58 

6.32 

2 

J 

.200 

.300 

5.08 

7.62 


K 

.120 

.... 

3.05 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.065 

.085 

1.65 

2.15 


P 

.145 

.155 

3.68 

3.93 

Dia. 

R 

.061 

.065 

1.54 

1.65 


S 

.025 

.030 

.64 

.76 



Motel: y4-28UNF-2A 

Note2: Full thread within 2y2 threads 



Catalog 

Number 

Forward & 
Reverse 
Repetitive 
Blocking 

Reverse 

Transient 

Blocking 

05001GOF 

100 

200 

05002GOF 

200 

300 

05004GOF 

400 

500 

05006GOF 

600 

700 

05008GOF 

800 

900 

05010GOF 

1000 

1100 

05012GOF 

1200 

1300 


Note 1: 


To specify dv/dt other than 200V//Asec, 
enter appropriate letter in place of “G”. 

K ^ 300V//iSec 
H ^ 500V/;nsec 
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Silicon Controlled Rectifers 

(Note 1) 


Series 050 


Electrical Characteristics 



Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

80 Amps T^ = 9A°C 

Max. average on-state cur. 

^T(AV) 

50 Amps Tc = 94°C 

Max. peak on-state voltage 

Vtm 

2.55 Volts /-rM = 500A(peak) 

Max. holding current 

'h 

200 mA 

Max peak one cycle 

^TSM 

1200 A rc = 94°C,60Hz 

surge current 

Max. capability for fusing 


eOOOA^S t = 8.3ms 

Switching 

Critical rate of rise of on-state current di/dt 

100A//4sec. rj = 125°C 

(note 2) 

Typicai delay time (note 2) 

fd 

3.0 nsec. 

Typicai circuit commutated 


100/iSec. rj = 125°C 

turn-off time (note 3) 



Thermal values 

Maximum thermal resistance 

Rbjc 

0.35 °C/W 

Operating junction temp range 

h 

-40°Cto -f 125°C 

Storage temperature range 

^stg 

-40°Cto -f150°C 

Blocking 

Max. leakage current 

^DRM 

6 mA Tj — 125^Cand 

Max. reverse leakage 

^RRM 

6 mA Tj = 125 °C and Vpp|^ 

Critical rate of rise of 

dv/dt 

200V//iSec. Tj = 125°C 

off-state voltage 



Triggering 

Max. gate voltage to trigger 

Vgt 

3.0V 

Max nontriggering gate voltage 

Vgd 

0.25 V rj = 125°C 

Max. gate current to trigger 

^GT 

100 mA 

Max. peak gate power 

^GM 

low 

Average gate power 

^G(AV) 

1.0 W fp=10/isec. 

Max. peak gate current 

^GM 

3.0A 

Max. peak gate voitage (forward) 

'^GM 

20V 

Max. peak gate voitage (reverse) 

'^GM 

10V 

Mechanical Characteristics 

Base 

High strength copper stud and base with a 1/4-28 UNF 2A thread 

Header 

for through mounting on a heat sink. Tin plating of base prevents 
corrosion. 

Glass to metal construction. 

Weight 

Approximately .635 ounce (18.0 grams) 

Mounting Torque 

30 in. lbs. max 

Dimensions 

In accordance with (TO-65) TO-208AC outline 


Note 1 

Tq = 25°C unless otherwise noted 

Note 2 

/jM = 50A, Vq= Vgt= 12V open circuit, 20 ohm-0.1 /xsec. rise 

time 

Note 3 

= 50A, di/dt = 5Alfisec., Vp during turn-off interval = 50V min., 
reapplied dv/dt = 20V//iSec., linear to rated V^p^^, Vqj = OV 
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Silicon Controlled Rectifers 


Series 050 


Figure 1 Figure 3 

Maximum case temperature Maximum power dissipation 





















Silicon Controlled Rectifiers 


Series 050 



























Silicon Controlled Rectifiers 

86 Amps RMS, I^drm AND Up To 600 Volts 


Series 052 


■ High di/dt-200 V/#«seo 

■ 1200 Amperes surge current capability 

■ Low forward on-state voltage 

■ Package conforming to either 
TO-209AC or TO-208AD outline 

■ Economical for general purpose phase 
control applications 


Dim. 

Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.050 

1.060 

26.67 

26.92 


C 


1.161 

.... 

29.49 


D 

5.850 

6.144 

149.10 

156.06 


E 

6.850 

7.375 

173.99 

187.33 


F 

.797 

.827 

20.24 

21.01 


G 

.276 

.286 

.701 

7.26 


H 

.... 

.948 

.... 

24.08 


J 

.425 

.499 

10.80 

12.67 

2 

K 

.260 

.280 

6.60 

7.11 

Dia. 

M 

.500 

.600 

12.70 

15.24 


N 

.140 

.150 

3.56 

3.81 


P 

.... 

.295 

.... 

7.49 


R 

.... 

.900 

.... 

22.86 

Dia. 

S 

.225 

.275 

6.48 

6.99 


T 

.... 

1.750 

.... 

44.45 


U 

.370 

.380 

9.40 

9.65 


V 

.213 

.223 

5.41 

5.66 

Dia. 

w 

.065 

.075 

1.65 

1.91 

Dia. 

X 

.215 

.225 

5.46 

5.72 


Y 

.290 

.315 

7.37 

8.00 


z 

.514 

.530 

13.06 

13.46 


AA 

.089 

.099 

2.26 

2.51 



Note 1: 

1/2-20 UN F-2A 
Note 2: 

Full thread within 21/2 threads 



Catalog Forward & Reverse 

Number Reverse Transient 


Repetitive Blocking 
Blocking _ 


05201GOA 

100 

200 

05202GOA 

200 

300 

05203GOA 

300 

400 

05204GOA 

400 

500 

05205GOA 

500 

600 

05206GOA 

600 

700 


Note 1: 

To specify dv/dt other than 200V//xsec, 
enter appropriate letter In place of “G”. 

K ^ 300V//4sec 
H > 500V/Aisec 


Note 2: 


To specify package designation other 
than standard lead, enter appropriate 
letter in place of “A”. 

B = Insulated Lead 

D = Flag Terminal 

C = Top Stud (consult factory) 
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Silicon Controlled Rectifiers 

(Note 1 ) 


Series 052 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

86 Amps 

Tc = 87°C 

Max. average on-state cur. 

h(AV) 

55 Amps 

Tc = 87°C 

Max. peak on-state voltage 

Vm 

2.0 Volts 

/ji^ — 220 A (peak) 

Max. holding current 

Ih 

200 mA 


Max peak one cycle 

hsM 

1200 A 

rc = 87°C, 60 Hz 

surge current 

Max. IH capability for fusing 

IH 

6000A2S 

t = 8.3 r^^'S 

Switching 




Critical rate of rise of on-state current di/dt 

lOOA/^tsec. 

7 j = 1250c 

(note 2) 

Typical delay time (note 2) 


3.0 fisec. 


Typical circuit commutated 

'q 

100 iisec. 

rj = 125°C 

turn-off time (note 3) 




Thermal values 

Maximum thermal resistance 

Rejc 

0.40°C/W 


Operating junction temp range 

h 

-40°Cto -f 125°C 

Storage temperature range 

^stg 

-40®Cto -t-150°C 

Blocking 

Max. leakage current 

^DRM 

10 mA 

Tj = 125°Cand 

Max. reverse leakage 

^RRM 

10 mA 

7^ = 12500 and Vrrm 

Critical rate of rise of 

dv/dt 

200yifisec. 

Tj = 125°C 

off-state voltage 




Triggering 

Max. gate voltage to trigger 

'^GT 

3.0V 


Max nontriggering gate voltage 

'^GD 

0.25V 

rj = 125°C 

Max. gate current to trigger 

^GT 

100 mA 


Max. peak gate power 

^GM 

15W 


Average gate power 

^G(AV) 

3.0 W 

fp = 10/iSec. 

Max. peak gate current 

^GM 

4.0A 


Max. peak gate voltage (forward) 

^GM 

20V 


Max. peak gate voltage (reverse) 


10V 


Mechanical Characteristics 




Base 

High strength copper stud and base with a 1/2-20 UNF 2A thread 
for through mounting on a heat sink. Nickel plating of base 


prevents corrosion. 


Header 

Glass to metal construction. 


Weight 

052 — GOA Approximately 3.6 ounces (102.0 grams) 

052 — GOD Approximately 3.24 ounces (91.8 grams) 

Mounting Torque 

130 in. lbs. max 


Dimensions 

In accordance with TO-208AD or TO-209AC outlines 


Note 1 

Tq = 250 c unless otherwise noted 

Note 2 

lJfJ^ = 50A, Vd= Vdr^,, Vqt= 12V open circuit, 20 ohm-0.1 nsec. rise 
time 

Note 3 

= 50A, di/dt = 5A//usec., Vr during turn-off Interval = 50V min., 
reapplied dv/dt = 20V/pisec., linear to rated Vqj = OV 
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Silicon Controlled Rectifiers 


Series 052 






















Silicon Controlled Rectifiers 


Figure 5 

Maximum transient thermal impedance 



Figure 6 

Maximum nonrepetitive surge current at 
rated load conditions 



f=60H2 
Tj=1250c 


Series 052 


Figure 7 

Maximum forward on-state characteristics 























Silicon Controlled Rectifiers 

86 Amps RMS, Vdrm AND Vrrm Up To 1200 Volts 


Series 55C 


■ High di/dt-200 V/^sec 

■ 1200 Amperes surge current capability 

■ Package conforming to either 
TO-209AC or TO-208AD outline 


Dim 

. Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.050 

1.060 

26.67 

26.92 


C 

.... 

1.161 

.... 

29.49 


D 

5.850 

6.144 

149.10 

156.06 


E 

6.850 

7.375 

173.99 

187.33 


F 

.797 

.827 

20.24 

21.01 


G 

.276 

.286 

.701 

7.26 


H 

.... 

.948 

.... 

24.08 


J 

.425 

.499 

10.80 

12.67 

2 

K 

.260 

.280 

6.60 

7.11 

Dia. 

M 

.500 

.600 

12.70 

15.24 


N 

.140 

.150 

3.56 

3.81 


P 

.... 

.295 

.... 

7.49 


R 

.... 

.900 

.... 

22.86 

Dia. 

S 

.225 

.275 

6.48 

6.99 


T 

.... 

1.750 

.... 

44.45 


U 

.370 

.380 

9.40 

9.65 


y/ 

.213 

.223 

5.41 

5.66 

Dia. 

w 

.065 

.075 

1.65 

1.91 

Dia. 

X 

.215 

.225 

5.46 

5.72 


Y 

.290 

.315 

7.37 

8.00 


Z 

.514 

.530 

13.06 

13.46 


AA 

.089 

.099 

2.26 

2.51 



Note 1: 

V 2 - 2 O UNF-2A 
Note 2: 

Full thread within 2 V 2 threads 



Catalog Catalog Forward & Reverse 
Number Number Reverse Transient 
(Note 1) Repetitive Biocking 


Blocking 


Std. Lead 

Flag type 



55C80B 

55C80BF 

800 

900 

55C100B 

55C100BF 

1000 

1100 

55C120B 

55C120BF 

1200 

1300 


Note 1: 


For insulated cathode lead, add suffix 
“IL” to catalog number. 

Example: 55C100BIL 


Note 2: 


To specify dv/dt other than 200V//xsec, 
contact factory. 
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Silicon Controlled Rectifiers 

(Note 1) 


Series 55C 


Electrical Characteristics 



Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

86 Amps Tc = 70°C 

Max. average on-state cur. 

^T(AV) 

55 Amps Tc = 70°C 

Max. peak on-state voltage 

'^TM 

2.2 Volts /-r^^ = 220A(peak) 

Max. holding current 

'h 

200 mA 

Max peak one cycle 

hsM 

1200 A Tc = 87°C,60Hz 

surge current 

Max. IH capability for fusing 

in 

eOOOA^S t = 8.3ms 

Switching 

Critical rate of rise of on-state current di/dt 

lOOA/^sec. 7j = 125°C 

(note 2) 

Typical delay time (note 2) 


3.0 nsec. 

Typical circuit commutated 


100/iSec. rj = 125°C 

turn-off time (note 3) 



Thermal values 

Maximum thermal resistance 

RGjc 

0.32°C/W 

Operating junction temp range 

h 

-40°Cto +125°C 

Storage temperature range 

^stg 

-40°Cto +150°C 

Blocking 

Max. leakage current 

^DRM 

10 mA 7j = 125 °C and Vqr^ 

Max. reverse leakage 

^RRM 

10 mA rj = 125°CandVRRM 

Critical rate of rise of 

dv/dt 

200V//Asec. 7j = 125°C 

off-state voltage 



Triggering 

Max. gate voltage to trigger 

'^GT 

3.0V 

Max nontriggering gate voltage 

'/qd 

0.25V Tj = 125°C 

Max. gate current to trigger 

^GT 

100 mA 

Max. peak gate power 

^GM 

15W 

Average gate power 

^G{AV) 

3.0 W fp = 10^sec. 

Max. peak gate current 

^GM 

4.0A 

Max. peak gate voltage (forward) 


20V 

Max. peak gate voltage (reverse) 

'^GM 

10V 

Mechanical Characteristics 

Base 

High strength copper stud and base with a 1/2-20 UNF 2A thread 

Header 

for through mounting on a heat sink. Nickel plating of base 
prevents corrosion. 

Ceramic to metal construction. 

Weight 

55C—B Approximately 3.6 ounces (102.0 grams) 

Mounting Torque 

55C—BF Approximately 3.24 ounces (91.8 grams) 

130 In. lbs. max 

Dimensions 

In accordance with TO-208AD or TO-209AC outlines 


Note 1 Tq = 25°C unless otherwise noted 

Note 2 /tm = 50A, Vgt= ■•2V open circuit, 20 ohm-0.1 /xsec. rise 

time 

Note3 50A, di/dt = 5AI(isec., Vr during turn-off interval = 50V min., 

reapplied dv/dt = 20yifisec., linear to rated Vqr^,, Vgt = OV 
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Silicon Controiied Rectifiers 


Series 55C 


Figure 1 

Maximum case temperature^ sinusoidal half wave 



Average Forward Current—Amperes 


Figure 3 

Maximum power dissipation, sinusoidal half wave 



Figure 2 

Maximum case temperature^ rectangular wave 



Average Forward Current—Amperes 


Figure 4 

Maximum power dissipation, rectangular wave 
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Silicon Controlled Rectifiers 


Series 5SC 


Maximum transient thermal impedance 


Maximum forward on-state characteristics 


pT 


■H 


P 


WBSk 

■ 

n 


an 

■ 

Ml 

ill 

■H 

m 


Pulse Duration—Seconds 

Figure 6 

Maximum surge current (nonrepetitive) at 
rated load conditions 



1 2 4 6 8 10 

Cycles At 60 Hertz Sinusoidal 


40 60 80 100 


0 1.0 2.0 3.0 4.0 5.0 6.0 7.0 

Instantaneous On-State Voltage—Volts 

























Silicon Controlled Rectifiers 

110 Amps RMS, Vdrm and Up To 600 Volts 


Series 071 


■ High di/dt-200 V/^iSec 

■ 1600 Amperes surge current capability 

■ Low forward on-state voltage 

■ Package conforming to either 
TO-209AC orTO-208AD outline 

■ Economical for general purpose phase 
control applications 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.050 

1.060 

26.67 

26.92 


C 

.... 

1.161 

.... 

29.49 


D 

5.850 

6.144 

149.10 

156.06 


E 

6.850 

7.375 

173.99 

187.33 


F 

.797 

.827 

20.24 

21.01 


G 

.276 

.286 

.701 

7.26 


H 

.... 

.948 

.... 

24.08 


J 

.425 

.499 

10.80 

12.67 

2 

K 

.260 

.280 

6.60 

7.11 

Dia. 

M 

.500 

.600 

12.70 

15.24 


N 

.140 

.150 

3.56 

3.81 


P 

.... 

.295 

.... 

7.49 


R 

.... 

.900 

.... 

22.86 

Dia. 

S 

.225 

.275 

6.48 

6.99 


T 

.... 

1.750 

.... 

44.45 


U 

.370 

.380 

9.40 

9.65 


V 

.213 

.223 

5.41 

5.66 

Dia. 

w 

.065 

.075 

1.65 

1.91 

Dia. 

X 

.215 

.225 

5.46 

5.72 


Y 

.290 

.315 

7.37 

8.00 


z 

.514 

.530 

13.06 

13.46 


AA 

.089 

.099 

2.26 

2.51 



Note 1: 

V 2 - 2 O UNF-2A 
Note 2: 

Full thread within 2 V 2 threads 



Catalog 

Number 

Forward & 
Reverse 
Repetitive 
Blocking 

Reverse 

Transient 

Blocking 

07101GOA 

100 

200 

07102GOA 

200 

300 

07103GOA 

300 

400 

07104GOA 

400 

500 

07105GOA 

500 

600 

07106GOA 

600 

700 


Note 1: 

To specify dv/dt other than 200V//zsec, 
enter appropriate letter In place of “G”. 

K > SOOW/iSec 
H ^ 500V//xsec 


Note 2: 


To specify package designation other 
than standard lead, enter appropriate 
letter In place of ‘A”. 

B = Insulated Lead 

D = Flag Terminal 

C = Top Stud (consult factory) 
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Silicon Controlled Rectifiers 

(Note 1) 


Series 071 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

110 Amps 

rc = 87°C 

Max. average on-state cur. 

^T(AV) 

70 Amps 

= 87°C 

Max. peak on-state voltage 


1.60 Volts 

= 220 A (peak) 

Max. holding current 

'h 

200 mA 


Max peak one cycle 

^TSM 

1600 A 

T^ = Q7°C, 60 Hz 

surge current 

Max. R capability for fusing 

in 

10,624A2S 

t = 8.3 ms 

Switching 




Critical rate of rise of on-state current dl/dt 

100A//iSec. 

Tj = 125°C 

(note 2) 

Typical delay time (note 2) 

td 

3.0 fxsec. 


Typical circuit commutated 


100 fisec. 

rj = 125°C 

turn-off time (note 3) 




Thermal values 

Maximum thermal resistance 

R0JC 

0.40°C/W 


Operating junction temp range 

h 

-40°Cto -i-125°C 

Storage temperature range 

^stg 

-40°Cto -t-ISO^C 

Blocking 

Max. leakage current 

^DRM 

10 mA 

Tj = 125°Cand 

Max. reverse leakage 

^RRM 

10 mA 

rj = 125->CandVRRM 

Critical rate of rise of 

dv/dt 

200V/^sec. 

7j = 125°C 

off-state voltage 




Triggering 

Max. gate voltage to trigger 

'^GT 

3.0V 


Max nontriggering gate voltage 

''gd 

0.25V 

rj = 125°C 

Max. gate current to trigger 

^GT 

100 mA 


Max. peak gate power 

^GM 

15W 


Average gate power 

^G(AV) 

3.0 W 

fp = 10/isec. 

Max. peak gate current 

^GM 

4.0A 


Max. peak gate voltage (forward) 


10V 


Max. peak gate voltage (reverse) 

'^GM 

5.0V 


Mechanical Characteristics 




Base 

High strength copper stud and base with a 1/2-20 UNF 2A thread 
for through mounting on a heat sink. Nickel plating of base 


prevents corrosion. 


Header 

Glass to metal construction. 


Weight 

071—GOA Approximately 3.6 ounces (102.0 grams) 

071-GOD Approximately 3.24 ounces (91.8 grams) 

Mounting Torque 

130 in. lbs. max 


Dimensions 

In accordance with TO-208AD or TO-209AC outlines 


Note 1 

Tq = 25°C unless otherwise noted 

Note 2 

/tm = 50A, Vq= Vqt= 12V open circuit, 20 ohm-0.1 nsec. rise 

time 

Note 3 

/jM = 50A, dl/dt = 5A//xsec., Vr during turn-off interval = 50V min., 
reapplied dv/dt = 20V//iSec., linear to rated Vqr^^, Vgt = OV 
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Silicon Controlled Rectifiers 


Series 071 




















Silicon Controlled Rectifiers 


Series 071 


Figure 5 

Maximum transient thermai impedance 



Figure 6 

Maximum nonrepetitive surge current at 



1 2 4 6 8 10 20 40 60 80 

Number of Cycles 


Figure 7 

Maximum forward on-state characteristics 



Instantaneous On-State Voltage • Volts 





















Silicon Controlled Rectifiers 

110 Amps RMS, Vdrm AND Vrrm Up To 1200 Volts 


Series 70C 


■ High di/dt-200 V/^seo 

■ 1600 Amperes surge current capability 

■ Package conforming to either 
TO-209AC orTO-208AD outline 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.050 

1.060 

26.67 

26.92 


C 

.... 

1.161 

.... 

29.49 


D 

5.850 

6.144 

149.10 

156.06 


E 

6.850 

7.375 

173.99 

187.33 


F 

.797 

.827 

20.24 

21.01 


G 

.276 

.286 

.701 

7.26 


H 

.... 

.948 

.... 

24.08 


J 

.425 

.499 

10.80 

12.67 

2 

K 

.260 

.280 

6.60 

7.11 

Dia. 

M 

.500 

.600 

12.70 

15.24 


N 

.140 

.150 

3.56 

3.81 


P 

.... 

.295 

.... 

7.49 


R 

.... 

.900 

.... 

22.86 

Dia. 

S 

.225 

.275 

6.48 

6.99 


T 

.... 

1.750 

.... 

44.45 


U 

.370 

.380 

9.40 

9.65 


V 

.213 

.223 

5.41 

5.66 

Dia. 

w 

.065 

.075 

1.65 

1.91 

Dia. 

X 

.215 

.225 

5.46 

5.72 


Y 

.290 

.315 

7.37 

8.00 


z 

.514 

.530 

13.06 

13.46 


AA 

.089 

.099 

2.26 

2.51 



Note 1: 

1/2-20 UNF-2 A 
Note 2: 

Full thread within 2 V 2 threads 



Catalog Catalog Forward & Reverse 
Number Number Reverse Transient 
(Note 1) Repetitive Blocking 


Blocking 


Std. Lead 

Flag type 



70C80B 

70C80BF 

800 

900 

70C100B 

70C100BF 

1000 

1100 

70C120B 

70C120BF 

1200 

1300 


Note 1: 


For insulated cathode lead, add suffix 
“IL” to catalog number. 

Example: 70C100BIL 

Note 2: 


To specify dv/dt other than 200V/^sec, 
contact factory. 
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Silicon Controlled Rectifiers 

(Note 1) 


Series 70C 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

110 Amps 

rc = 78°C 

Max. average on-state cur. 

^T(AV) 

70 Amps 

= 78°C 

Max. peak on-state voltage 


1.85 Volts 

= 220 A (peak) 

Max. holding current 

'h 

200 mA 


Max peak one cycle 

hsM 

1600 A 

r„ = 78°C,60Hz 

surge current 

Max. Ft capability for fusing 

Ft 

lOJOOA^S 

t = 8.3 ms 

Switching 




Critical rate of rise of on-state current di/dt 

lOOA/^sec. 

Tj = 125°C 

(note 2) 

Typical delay time (note 2) 

fd 

3.0 /tsec. 


Typical circuit commutated 


100 fisec. 

Tj = 125°C 

turn-off time (note 3) 




Thermai values 

Maximum thermal resistance 

Rgjc 

0.28 °C/W 


Operating junction temp range 

h 

-40°Cto -h125°C 

Storage temperature range 

^stg 

-40°Cto -t-150°C 

Blocking 

Max. leakage current 

^DRM 

10 mA 

Tj = 125°CandVDR^, 

Max. reverse leakage 

^RRM 

10 mA 

rj = 125°CandVRR„ 

Critical rate of rise of 

dv/dt 

200V//iSec. 

Tj = 125°C 

off-state voltage 




Triggering 

Max. gate voltage to trigger 

'^GT 

3.0V 


Max nontriggering gate voltage 


0.25V 

Tj = 125°C 

Max. gate current to trigger 

^GT 

100 mA 


Max. peak gate power 

^GM 

15W 


Average gate power 

^G(AV) 

3.0 W 

fp = 10/tsec. 

Max. peak gate current 

^GM 

4.0A 


Max. peak gate voltage (forward) 

'^GM 

10V 


Max. peak gate voltage (reverse) 

''qm 

5.0V 


Mechanical Characteristics 




Base 

High strength copper stud and base with a 1/2-20 UNF 2A thread 
for through mounting on a heat sink. Nickel plating of base 


prevents corrosion. 


Header 

Ceramic to metal construction. 

Weight 

70C—B Approximately 3.6 ounces (102.0 grams) 

70C—BF Approximately 3.24 ounces (91.8 grams) 

Mounting Torque 

130 in. lbs. max 


Dimensions 

In accordance with TO-208AD or TO-209AC outlines 


Notel 

Tq = 25°C unless otherwise noted 

Note 2 

/jiv, = 50A, Vq = Vqj= 12V open circuit, 20 ohm-0.1 ^sec. rise 

time 

Note 3 

|J^J^ = 50A, di/dt = 5A//4sec., Vr during turn-off interval = 50V min., 
reapplied dv/dt = 20V//xsec., linear to rated Vqj = OV 
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Maximum Case Temperature-®C 2 Z! Maximum Case Temperature-' 


Silicon Controlled Rectifiers 


Series 70C 


Figure 1 

Maximum case temperature^ sinusoidai haif wave 



0 10 20 30 40 50 60 70 80 90 100 110 120 


Average Forward Current—Amperes 


Figure 3 

Maximum power dissipation, sinusoidai haif wavi 



0 10 20 30 40 50 60 70 80 90 100 110 120 
Average Forward Current—Amperes 


gure2 

aximum case temperature, rectanguiar wave 



0 10 20 30 40 50 60 70 80 90 100 110 120 
Average Forward Current—Amperes 


Figure 4 

Maximum power dissipation, rectanguiar wave 





























Silicon Controlled Rectifiers 


Series 70C 


Figure 7 

Figure 5 Maximum surge current (nonrepetitive) at 

Maximum transient thermai impedance rated ioad conditions 




.001 .01 0.1 1.0 10 100 1 2 4 6 8 10 20 40 60 80 

Pulse Duration—Seconds Cycles At 60 Hertz Sinusoidal 


Figure 6 

Maximum forward on-state characteristics 
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Silicon Controlled Rectifiers 

125 Amps RMS, \/drm AND Up To 600 Volts 


Series 080 


■ High di/dt-200 V/^sec 

■ 1800 Amperes surge current capability 

■ Low forward on-state voltage 

■ Package conforming to either 
TO-209AC or TO-208AD outline 


Dim. 

Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.050 

1.060 

26.67 

26.92 


C 

.... 

1.161 

.... 

29.49 


D 

5.850 

6.144 

149.10 

156.06 


E 

6.850 

7.375 

173.99 

187.33 


F 

.797 

.827 

20.24 

21.01 


G 

.276 

.286 

.701 

7.26 


H 

.... 

.948 

.... 

24.08 


J 

.425 

.499 

10.80 

12.67 

2 

K 

.260 

.280 

6.60 

7.11 

Dia. 

M 

.500 

.600 

12.70 

15.24 


N 

.140 

.150 

3.56 

3.81 


P 

.... 

.295 

.... 

7.49 


R 

.... 

.900 

.... 

22.86 

Dia. 

S 

.225 

.275 

6.48 

6.99 


T 

.... 

1.750 

.... 

44.45 


U 

.370 

.380 

9.40 

9.65 


V 

.213 

.223 

5.41 

5.66 

Dia. 

w 

.065 

.075 

1.65 

1.91 

Dia. 

X 

.215 

.225 

5.46 

5.72 


Y 

.290 

.315 

7.37 

8.00 


z 

.514 

.530 

13.06 

13.46 


AA 

.089 

.099 

2.26 

2.51 



Note 1: 
y2-20 UNF-2A 
Note 2: 

Full thread within 2 V 2 threads 



Catalog 

Number 

Forward & 
Reverse 
Repetitive 
Blocking 

Reverse 

Transient 

Blocking 

08001GOA 

100 

200 

08002GOA 

200 

300 

08003GOA 

300 

400 

08004GOA 

400 

500 

08005GOA 

500 

600 

08006GOA 

600 

700 


Note 1: 

To specify dv/dt other than 200V//xsec, 
enter appropriate letter in place of “G”. 

K ^ 300V//isec 
H ^ 500V//iSec 


Note 2: 

To specify package designation other 
than standard lead, enter appropriate 
letter in place of “A”. 

B = insulated Lead 

D = Flag Terminal 

C = Top Stud (consult factory) 
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Silicon Controlled Rectifiers 

(Note 1) 


Series 080 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

125 Amps 

T^ = 87°C 

Max. average on-state cur. 

^T(AV) 

80 Amps 

= 87°C 

Max. peak on-state voltage 

''tm 

1.40 Volts 

lJfJ^ = 220 A (peak) 

Max. holding current 

In 

200 mA 


Max peak one cycle 

hsM 

1800 A 

rc = 87°C,60 Hz 

surge current 

Max. IH capability for fusing 

IH 

13,500A2S 

t = 8.3 ms 

Switching 




Critical rate of rise of on-state current di/dt 

100A//iSec. 

Tj = 1250 c 

(note 2) 

Typical delay time (note 2) 

'd 

3.0 fisec. 


Typical circuit commutated 


100 fisec. 

Tj = 125°C 

turn-off time (note 3) 




Thermal values 

Maximum thermal resistance 

Rejc 

0.40 °C/W 


Operating junction temp range 

h 

-40°Cto -t-125°C 

Storage temperature range 

^stg 

-40°Cto -f 150°C 

Blocking 

Max. leakage current 

^DRM 

10 mA 

Tj = 125°Cand Vdr^, 

Max. reverse leakage 

^RRM 

10 mA 

rj = 12500 and Vrrm 

Critical rate of rise of 

dv/dt 

200V/pisec. 

Tj = 1250 c 

off-state voltage 




Triggering 

Max. gate voltage to trigger 

'^GT 

3.0V 


Max nontriggering gate voltage 

''gd 

0.25V 

Tj = 1250 c 

Max. gate current to trigger 


100 mA 


Max. peak gate power 

^GM 

15W 


Average gate power 

^G(AV) 

3.0 W 

fp = 10/Lisec. 

Max. peak gate current 

^GM 

4.0A 


Max. peak gate voltage (forward) 

'^GM 

10V 


Max. peak gate voltage (reverse) 

'^GM 

5.0V 


Mechanical Characteristics 




Base 

High strength copper stud and base with a 1/2-20 UNF 2A thread 
for through mounting on a heat sink. Nickel plating of base 


prevents corrosion. 


Header 

Glass to metal construction. 


Weight 

080 — GOA Approximately 3.6 ounces (102.0 grams) 

080 — GOD Approximately 3.24 ounces (91.8 grams) 

Mounting Torque 

130 in. lbs. max 


Dimensions 

In accordance with TO-208AD or TO-209AC outlines 


Note 1 Tq = 25°C unless otherwise noted 

Note 2 /ti^ = 50A, \/d='^drm> ^gt= 12V open circuit, 20 ohm-0.1/tsec. rise 

time 

Note 3 lJfJ^ = 50A, di/dt = 5A/^sec., Vr during turn-off interval = 50V min., 

reapplied dv/dt = 20\/lnsec., linear to rated Vdr^, Vqj = OV 
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Silicon Controlled Rectifiers 


Series 080 


Figure 1 

Maximum case temperature 



0 10 20 30 40 50 60 70 80 90 

Average On-State Current - Amperes 


Figure 3 

Maximum power dissipation 



Figure 2 

Maximum case temperature 



0 10 20 30 40 50 60 70 80 90 100 110 120 130 

Average On-State Current - Amperes 


Figure 4 

Maximum power dissipation 



Average On-State Current - Amperes 
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Silicon Controlled Rectifiers 


Series 080 



Number of Cycles 



0 0.5 1.0 1.5 2.0 2.5 

Instantaneous On-State Voltage - Volts 










































Silicon Controlled Rectifiers 

235 Amps RMS, Vdrm AND Vrrm Up To 600 Volts 


Series 151 


■ 3500 Amperes surge curreent capability 

■ Low forward on-state voltage 

■ Available with flex lead or flag terminal 

■ Economical for general purpose phase 
control applications 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.237 

1.243 

31.42 

31.57 


C 

1.350 

1.360 

34.29 

34.54 


D 

7.428 

7.671 

188.67 

194.84 


E 

7.382 

8.100 

187.50 

205.74 


F 

1.047 

1.077 

26.59 

27.36 


G 

.365 

.385 

9.27 

9.78 


H 

.... 

1.383 

.... 

35.13 


J 

.660 

.749 

16.76 

19.02 

2 

K 

.338 

.348 

8.59 

8.84 

Dia. 

M 

.625 

.687 

15.88 

17.45 


N 

.140 

.150 

3.56 

3.81 

Dia. 

P 

.... 

.295 

.... 

7.49 



Note1: 3/4-16 UNF-2A 

Note 2: Full thread within 2y2 threads 



Catalog 

Number 

Forward & 
Reverse 
Repetitive 
Blocking 

Reverse 

Transient 

Blocking 

15101GOA 

100 

200 

15102GOA 

200 

300 

15103GOA 

300 

400 

15104GOA 

400 

500 

15105GOA 

500 

600 

15106GOA 

600 

700 


TO-209AB 

(TO-93) 


Note 1: 

To specify dv/dt other than 200V//Asec, 
enter appropriate letter in place of “G” 

K ^ 300V//iSec 
H ^ 500V/MSec 


Note 2: 

To specify package designation other 
than standard lead, enter appropriate 
letter in place of “A”. 

B = Insulated Lead 
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Silicon Controlled Rectifiers 

(Note 1) 


Series 151 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

235 Amps 

T, = 74°C 

Max. average on-state cur. 

^T(AV) 

150 Amps 

T, = 74°C 

Max. peak on-state voltage 


1.7 Volts 

/j^, = 500 A (peak) 

Max. holding current 

'h 

200 mA 


Max peak one cycle 

^TSM 

3500 A 

rc = 74°C, 60 Hz 

surge current 

Max. IH capability for fusing 

IH 

50,000A2S 

t = 8.3ms 

Switching 




Critical rate of rise of on-state current di/dt 

lOOA/pisec. 

Tj = 125°C 

(note 2) 

Typical delay time (note 2) 


3.0 fisec. 


Typical circuit commutated 

'q 

100 iisec. 

rj = 125°C 

turn-off time (note 3) 




Thermal values 

Maximum thermal resistance 

Rgjc 

0.2°C/W 


Operating junction temp range 

h 

-40°Cto +125°C 

Storage temperature range 

^stg 

-40°Cto -»-150°C 

Blocking 

Max. leakage current 

^DRM 

15 mA 

Tj = 125°Cand Vdrm 

Max. reverse leakage 

^RRM 

15 mA 

Tj = 125°C andVRR^^ 

Critical rate of rise of 

dv/dt 

200V//iSec. 

Tj = 125°C 

off-state voltage 




Triggering 

Max. gate voltage to trigger 


3.0V 


Max nontriggering gate voltage 

'^GD 

0.25V 

rj = 125°C 

Max. gate current to trigger 

^GT 

150 mA 


Max. peak gate power 

^GM 

low 


Average gate power 

^G(AV) 

2.0 W 

fp = 10/iSec. 

Max. peak gate current 

^GM 

2.0A 


Max. peak gate voltage (forward) 

'^GM 

10V 


Max. peak gate voltage (reverse) 

'^GM 

5.0V 


Mechanical Characteristics 




Base 

High strength copper stud and base with a 3/4-16 UNF 2A thread 
for through mounting on a heat sink. Nickel plating of base 


prevents corrosion. 


Header 

Glass to metal construction. 


Weight 

Approximately 7.44 ounces (211.1 grams) 

Mounting Torque 

300 in. lbs. max 


Dimensions 

In accordance with TO-209AB outline 


Note1 7 c = 25°C unless Otherwise noted 

Note 2 Ijf^ = 100A, Vq = Vqj = 12V open circuit, 20 ohms-0.1 /tsec. 

risetinne 

Note 3 = 100A, di/dt = 5A/^sec., Vr during turn-off interval = 50V min., 

reapplied dv/dt = 20V//iSec., linear to rated V^r^^, Vqj = OV 
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Maximum Case Temperature 


Silicon Controlled Rectifiers 


Series 151 











































Instantaneous Forward Current—Amperes 


Silicon Controlled Rectifiers 


Series 151 


Figure 6 

Maximum forward on-state characteristics 


Maximum surge current (nonrepetitive) at 
rated load conditions 



0 1 2 3 4 5 6 7 

Instantaneous On-State Voltage—Volts 



Cycles At 60 Hertz Sinusoidal 

Figure 8 

Maximum non-repetitive sub-cycle surge current 
and I’^t following on-state rated load conditions 



junction temperature = 125°C 



Pulse Width—Milliseconds 


Figure 9 

Gate characteristics 


maximum peak 
"power dissipation 10W ' 


Figure 10 

Peak gate current/voltage vs pulse width 


too 1000 
Not 
Applies for 
rectangular 
trigger pulses 




l■IIIIIIIS!ii:!!>|l 


Instantaneous Gate Current—Amperes 
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Silicon Controlled Rectifiers 

235 Amps RMS, \/drm AND Vrrm Up To 1200 Volts 


Series 150C 


■ High di/dt-200 V/;(Sec 

■ 3000 Amperes surge current capability 

■ Primarily for line commutated converters 


Dim. 

Inches 


Miiiimeter 



Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.237 

1.243 

31.42 

31.55 

Across 

D 

7.428 

7.671 

188.67 

194.84 

flats 

E 

7.382 

8.100 

187.50 

205.74 


F 

1.047 

1.077 

26.59 

27.36 


G 

.365 

.385 

9.27 

9.78 


H 

.... 

1.383 

.... 

35.13 


J 

.660 

.749 

16.76 

19.02 

2 

K 

.338 

.348 

8.59 

8.84 

Dia. 

M 

.625 

.687 

15.88 

17.45 


N 

.140 

.150 

3.56 

3.81 

Dia. 

P 

.... 

.295 

.... 

7.49 



Note1: 3/4-16 UNF-2A 

Note 2: Full thread within 2y2 threads 


Catalog Forward & Reverse 

Number Reverse Transient 

(Note 1) Repetitive Blocking 

Biocking 


150C80B 

800 

900 

150C100B 

1000 

1100 

150C120B 

1200 

1300 


Notel: 



TO-209AB 

(TO-93) 


For insulated cathode lead, add suffix 
“IL” to catalog number. 

Example: 150C100BIL 

Note 2: 

To specify dv/dt other than 200V//Asec, 
contact factory. 
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Silicon Controlled Rectifiers 

(Note 1) 


Series 150C 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current 

^T{RMS) 

235 Amps 

rc = 73°C 

Max. average on-state cur. 

^T(AV) 

150 Amps 

Tc = 73°C 

Max. peak on-state voltage 


1.7 Volts 

= 500 A (peak) 

Max. holding current 

'h 

200 mA 


Max peak one cycle 

^TSM 

3000 A 

Tc = 73°C, 60 Hz 

surge current 

Max. capability for fusing 


37,000A2S 

t = 8.3 ms 

Switching 




Critical rate of rise of on-state current di/dt 

100A//iSec. 

Tj = 125°C 

(note 2) 

Typical delay time (note 2) 


3.0 ixsec. 


Typical circuit commutated 

'q 

100 pisec. 

rj = 125°C 

turn-off time (note 3) 




Thermal values 

Maximum thermal resistance 

RGjc 

0.2°C/W 


Operating junction temp range 

h 

-40°Cto -f-125°C 

Storage temperature range 

^sta 

-40°Cto ■i-150°C 

Blocking 

Max. leakage current 

^DRM 

20 mA 

Tj = 125°Cand Vdr^, 

Max. reverse leakage 

^RRM 

20 mA 

7^ = 12500 and Vrpm 

Critical rate of rise of 

dv/dt 

200V/;iSec. 

Tj = 125°C 

off-state voltage 




Triggering 

Max. gate voltage to trigger 

'^GT 

3.0V 


Max nontriggering gate voltage 

'^GD 

0.25V 

Tj = 125°C 

Max. gate current to trigger 

^GT 

150 mA 


Max. peak gate power 

^GM 

low 


Average gate power 

^G(AV) 

2.0 W 

fp = 10/isec. 

Max. peak gate current 

^GM 

2.0A 


Max. peak gate voltage (forward) 

^GM 

10V 


Max. peak gate voltage (reverse) 

'^GM 

5.0V 


Mechanical Characteristics 




Base 

High strength copper stud and base with a 3/4-16 UNF 2A thread 
for through mounting on a heat sink. Nickel plating of base 


prevents corrosion. 


Header 

Ceramic to metal construction. 

Weight 

Approximately 7.44 ounces (211.1 grams) 

Mounting Torque 

300 in. lbs. max 


Dimensions 

In accordance with TO-209AB outline 


Note 1 7 q = 25°C unless otherwise noted 

Note 2 /jM = 100A, ^d= '^drm» ^gt= open circuit, 20 ohms-0.1 fisec. 

rise time 

Note 3 = 100A, di/dt = 5A/^sec., I/r during turn-off Interval = 50V min., 

reapplied dv/dt = 20V//isec., linear to rated V^r,^, Vqt = OV 
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Silicon Controlled Rectifiers 


Series 150C 


Figure 1 

Maximum case temperature, sinusoidal half wave 



Figure 3 

Maximum power dissipation, sinusoidal half wave 



Figure 2 

Maximum case temperture, rectangular wave 



Figure 4 

Maximum power dissipation, rectangular wave 
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Silicon Controlled Rectifiers 


Series 150C 


Figure 5 

Maximum transient thermal impedance 



Pulse Duration—Seconds 


Figure 6 

Maximum fonvard on-state characteristics 



0 1 2 3 4 5 6 7 

Instantaneous On-State Voltage—Volts 


Maximum surge current (nonrepetitive) at 
rated load conditions 



Cycles At 60 Hertz Sinusoidal 





Silicon Controlled Rectifiers 

400 Amps RMS, Vqrm AND Vrrm Up To 1200 Volts 


Series 240 


High dv/dt - 200 v/^sec 

4500 Amperes surge current capability 

Blocking voltage up to 1200 volts 

Excellent for rigorous thermal cyclic 

applications 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

0.138 

0.143 

3.51 

3.63 

Dia. 

B 

0.245 

0.255 

6.45 

6.48 


C 

7.875 

8.250 

200.0 

209.6 


D 

1.620 

1.640 

41.14 

41.65 

Dia. 

E 

0.748 

0.752 

18.9 

19.1 

Dia. 

F 

1.245 

1.275 

31.62 

32.39 

Dia. 

G 

1.430 

1.460 

36.32 

37.08 

Dia. 

H 

0.137 

0.143 

3.48 

3.63 

Dia., 0.075 

J 

0.530 

0.554 

13.46 

14.07 



24008GOF 

24010GOF 

24012GOF 


800 

1000 

1200 


900 

1100 

1300 


Note 1: 

To specify dv/dt other than 200V//isec, 
enter appropriate letter in place of “G”. 


K ^ 300V/^sec 
H ^ 500V//4sec 



Catalog Forward & Reverse 

Number Reverse Transient 

Repetitive Blocking 
Blocking 



TO 200 AB 
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Silicon Controlled Rectifiers 

(Note 1) 


Series 240 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

400 Amps 

Tc = 87°C 

Max. average on-state cur. 

^T{AV) 

255 Amps 

7^ = 87°C 

Max. peak on-state voltage 

Vtm 

2.3 Volts 

/t^^ = 1000 A(peak) 

Max. holding current 

Ih 

300 mA 


Max peak one cycle 

hsM 

4500 A 

Tc = 87°C, 60 Hz 

surge current 

Max. R capability for fusing 

IH 

84,000A2S 

t = 8.3 ms 

Switching 




Critical rate of rise of on-state current di/dt 

500A/iwsec. 

7j = 125°C 

(note 2) 

Typical delay time (note 2) 


3 /isec. 


Typical circuit commutated 


150 pisec. 

7j = 125°C 

turn-off time (note 3) 




Thermal values 




Maximum thermal resistance 

RGjc 

0.08 ®C/W 


Operating junction temp range 

Tj 

-40°Cto +125°C 

Storage temperature range 

^sta 

-40°Cto 4-150°C 

Blocking 

Max. leakage current 

^DRM 

20 mA 

Tj = 125°Cand 

Max. reverse leakage 

^RRM 

20 mA 

7'j = 125°CandVRR„ 

Critical rate of rise of 

dv/dt 

200V/^sec. 

7j = 125°C 

off-state voltage 




Triggering 

Max. gate voltage to trigger 

VeT 

3.0V 


Max nontriggering gate voltage 

'^GD 

0.25V 

rj = 125°C 

Max. gate current to trigger 

^GT 

150 mA 


Max. peak gate power 

^GM 

16W 


Average gate power 

^G(AV) 

3W 

fp= lOfiSec. 

Max. peak gate current 

^GM 

4.0A 


Max. peak gate voltage (forward) 

'/gm 

20V 


Max. peak gate voltage (reverse) 

^GM 

5.0V 


Mechanical Characteristics 




Weight 

Approximately 2.3 ounces (66 grams) 

Mounting Force 

1000 ± 100 pounds 


Dimensions 

In accordance with TO-200AB outlines 


Note 1 rc = 25°C unless otherwise noted 

Note 2 = 100A, \^d = '^gt = 20V open circuit, 20 ohms-0.1 /xsec. 

rise time 

Notes = 250A, di/dt = 5A/^sec., Vr during turn-off interval = 50V min., 

reapplied dv/dt = 20V//isec., linear to rated Vqj = OV 
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Silicon Controlled Rectifiers 


Series 240 


Figure 1 

Maximum case temperature 



Figure 2 

Maximum Power Dissipation • Watts 



Figure 3 

Maximum nonrepetitive surge cuirent at Figure 5 



Pulse Duration - Seconds 


Instantaneous On-State Voltage - Volts 
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Silicon Controlled Rectifiers 

470 Amps RMS, Vdrm AND Up To 1200 Volts 


Series 300 


High dv/dt-200 v/^sec 

5500 Amperes surge current capability 

Blocking voltage up to 1200 volts 

Excellent for rigorous thermal cyclic 

applications 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

0.138 

0.143 

3.51 

3.63 

Dia. 

B 

0.245 

0.255 

6.45 

6.48 


C 

7.875 

8.250 

200.0 

209.6 


D 

1.620 

1.640 

41.14 

41.65 

Dia. 

E 

0.748 

0.752 

18.9 

19.1 

Dia. 

F 

1.245 

1.275 

31.62 

32.39 

Dia. 

G 

1.430 

1.460 

36.32 

37.08 

Dia. 

H 

0.137 

0.143 

3.48 

3.63 

Dia., 0.075 

J 

0.530 

0.554 

13.46 

14.07 



1 ^ r 





Catalog 

Number 

Forward & 
Reverse 
Repetitive 
Blocking 

Reverse 

Transient 

Blocking 

30008GOF 

800 

900 

30010GOF 

1000 

1100 

30012GOF 

1200 

1300 


To specify dv/dt other than lOOVIfisec, 
enter appropriate letter in place of “G”. 

K ^ 300V//iSec 
H ^ 500V//>isec 





TO 200 AB 
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Silicon Controlled Rectifiers 

(Note 1) 


Series 300 


Electrical Characteristics 

Forward Conducting 




Max. RMS on-state current 

^T(RMS) 

470 Amps 

T^=B7°C 

Max. average on-state cur. 

^T(AV) 

300 Amps 

= 87°C 

Max. peak on-state voltage 


1.82 Volts 

/jM = 1000 A (peak) 

Max. holding current 

/h 

300 mA 


Max peak one cycle 

hsM 

5500 A 

Tc = 87°C, 60 Hz 

surge current 




Max. IH capability for fusing 

in 

125,000A2S 

t = 8.3 ms 

Switching 




Critical rate of rise of on-state current di/dt 

dOOAIfiSec. 

Tj = 125°C 

(note 2) 




Typical delay time (note 2) 


3 fisec. 


Typical circuit commutated 


150 fisec. 

Tj = 125°C 

turn-off time (note 3) 




Thermal values 




Maximum thermal resistance 

Rejc 

0.08 ®C/W 


Operating junction temp range 

h 

-40°Cto +^25°C 

Storage temperature range 

^sta 

-40°Cto-H50°C 

Blocking 




Max. leakage current 

^DRM 

20 mA 

Tj = 125°CandVDRM 

Max. reverse leakage 

^RRM 

20 mA 

rj = 125°CandVRRM 

Critical rate of rise of 

dv/dt 

200V//xsec. 

Tj = 125°C 

off-state voltage 




Triggering 




Max. gate voltage to trigger 

Vgt 

3.0V 


Max nontriggering gate voltage 

Vgd 

0.25V 

rj = 125°C 

Max. gate current to trigger 

^GT 

150mA 


Max. peak gate power 

^GM 

16W 


Average gate power 

^G{AV) 

3W 

fp = 10/iSec. 

Max. peak gate current 

^GM 

4.0A 


Max. peak gate voltage (forward) 

'^GM 

20V 


Max. peak gate voltage (reverse) 

'^GM 

5.0V 


Mechanical Characteristics 




Weight 

Approximately 2.3 ounces (66 grams) 

Mounting Force 

1000 ± 100 pounds 


Dimensions 

In accordance with TO-200AB outlines 


Note 1 T'c = 25°C unless otherwise noted 

Note 2 = 100A, '^gt = 20V open circuit, 20 ohms-0.1 Atsec. 

rise time 

Notes = 250A, di/dt = 5Alfisec., Vr during turn-off Interval = 50V min., 

reapplied dv/dt = 20VVsec,, linear to rated Vqj^OV 
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Silicon Controlled Rectifiers 


Series 300 


Figure 1 

Maximum case temperature 



Figure 2 

Maximum power dissipation 



Average on-state current - Amperes 


Figure 3 

Maximum nonrepetive surge current at 
rated load conditions 



Figure 4 

Maximum transient thermal impedance 



Figure 5 

Maximum on-state characteristics 



1.0 1.2 1.4 1.6 1.8 2.0 2.2 2.4 

instantaneous on-state Voltage - Volts 
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Silicon Controlled Rectifiers 

550 Amps RMS, Vdrm and Vrrm Up To 600 Volts 


Series 350 


■ High dv/dt-200 v//isec 

■ 7500 Amperes surge current capability 

■ Blocking voltage up to 600 volts 

■ Excellent for rigorous thermal cyclic 
applications 



K ^ SOOy/fisec 
H ^ 500V//iSec 









Silicon Controlled Rectifiers 

(Note 1) 


Series 350 


Electrical Characteristics 




Forward Conducting 

Max. RMS on-state current 

^T(RMS) 

550 Amps 

Tc = 86°C 

Max. average on-state cur. 

/t(AV) 

350 Amps 

= 86°C 

Max. peak on-state voltage 


1.48 Volts 

= 1000 A (peak) 

Max. holding current 

'h 

300 mA 


Max peak one cycle 

^TSM 

7500 A 

7c = 86°C, 60 Hz 

surge current 

Max. capability for fusing 

in 

230,000A2S 

t = 8.3 ms 

Switching 

Critical rate of rise of on-state current di/dt 

500A//iSec. 

Tj = 125°C 

(note 2) 

Typical delay time (note 2) 

fd 

3 /tsec. 


Typical circuit commutated 


150 i^sec. 

rj = 125°C 

turn-off time (note 3) 




Thermal values 

Maximum thermal resistance 

Rgjc 

0.08 °C/W 


Operating junction temp range 

h 

-40°Cto -f 125°C 

Storage temperature range 

^stg 

-40°Cto +150°C 

Blocking 

Max. leakage current 


20 mA 

Tj = 125°Cand Vdrm 

Max. reverse leakage 

^RRM 

20 mA 

Tj = 125°C andVRR^ 

Critical rate of rise of 

dv/dt 

200V/^sec. 

Tj = 125°C 

off-state voltage 




Triggering 

Max. gate voltage to trigger 

'^QT 

3.0V 


Max nontriggering gate voltage 

''gd 

0.25V 

Tj = 125°C 

Max. gate current to trigger 

^GT 

150 mA 


Max. peak gate power 

^GM 

16W 


Average gate power 

^G(AV) 

3W 

fp = 10 fisec. 

Max. peak gate current 

^GM 

4.0A 


Max. peak gate voltage (forward) 

'^GM 

20V 


Max. peak gate voltage (reverse) 

'^GM 

5.0V 


Mechanical Characteristics 

Weight 

Approximately 2.3 ounces (66 grams) 

Mounting Force 

1000 ± 100 pounds 


Dimensions 

In accordance with TO-200AB outlines 


Note 1 Tq = 25°C unless otherwise noted 

Note 2 = 100A, = V^drm» V'qt = 20V open circuit, 20 ohms-0.1 ^sec. 

rise time 

Notes Ijj^ = 250A, di/dt = 5A/ptsec., Vp, during turn-off interval = 50V min., 

reapplied dv/dt = 20V/^sec., linear to rated Vqj = OV 
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Silicon Controlled Rectifiers 


Series 350 


Figure 1 

Maximum case temperature 



Figure 2 

Maximum power dissipation 



Average on-state current - Amperes 


Figure 3 

Maximum nonrepetitive surge current at 
rated load conditions 



Figure 4 

Maximum transient thermai impedance 


Figure 5 

Maximum on-state characteristics 



































SCR’s, Inverter 





Silicon Controlled Rectifiers/Inverter 

63 Amps RMS, Vqrm AND Up To 600 Volts 


Series 039 


■ 1000 Amperes surge current capability 

■ Blocking voltages up to 600 volts 

■ 10/isec turn-off time available 

■ Primarily for forced commutated 
applications 

■ High dv/dt - 500 V//isec available mXh 
selection 

■ Primarily for forced commutated 
applications 


Dim. Inches 


Millimeter 



Minimum 

Maximum Minimum Maximum Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

.677 

.683 

17.19 

17.34 


C 

.745 

.755 

18.92 

19.17 


D 

1.075 

1.105 

27.30 

28.06 


E 

.427 

.447 

10.84 

11.35 


F 

.135 

.140 

3.42 

3.55 


G 

.300 

.513 

7.62 

13.03 


H 

.220 

.249 

5.58 

6.32 


J 

.200 

.300 

5.08 

7.62 


K 

.120 

.... 

3.05 

.... 


M 

.... 

.590 

.... 

14.98 

Dia. 

N 

.065 

.085 

1.65 

2.15 


P 

.145 

.155 

3.68 

3.93 

Dia. 

R 

.061 

.065 

1.54 

1.65 

Dia. 

S 

.025 

.030 

.64 

.76 



Note 1: 

V4-28 UNF-2A 


Catalog 

Number 

Forward & 
Reverse 
Repetitive 
Blocking 

Reverse 

Transient 

Blocking 

03902GRF 

200 

300 

03904GRF 

400 

500 

03906GRF 

600 

700 


Note 1: 


To specify dv/dt other than 200V//iSec, 
enter appropriate letter In place of “G”. 

K ^ 300V//4Sec 
H ^ 500V//xsec 

Note 2: 

To specify tq other than lO^sec, enter 
appropriate letter in place of “R”. 

P 15^sec 
U ^20/iSec 
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Silicon Controlled Rectifiers/Inverter 

(Note 1) 


Series 039 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current 

h{RMS) 

63 Amps 

Tc = 97°C 

Max. average on-state cur. 

Vv) 

40 Amps 

Tc = 97°C 

Max. peak on-state voltage 

'^TM 

3.0 Volts 

= 500 A (peak) 

Max. holding current 

Ih 

500 mA 


Max. peak one cycle 

hsM 

1000 A 

rc = 97°C, 60 HZ 

surge current 

Max. Ft capability for 


4150 A^S 

t = 8.3 ms. 

fusing 




Switching 

Critical rate of rise on-state 

di/dt 

400 A/fisec. 

7j = 125°C 

current (note 2) 

Typical delay time (note 2) 


2.0 pisec. 


Maximum circuit commutated 


10/iSec. (R) 

7j = 125 °C 

turn-off time (note 3) 


15pisec. (P) 

20 fisec. (U) 


Thermal values 




Maximum thermal resistance 

Rgjc 

0.35 °C/W 


junction to case (DC) 




Operating junction temp range 

h 

-40°Cto +^25°C 

Storage temp range 

^sta 

-40°Cto +150°C 

Blocking 

Max. leakage current 

^DRM 

12 mA 

rj = 125°Cand Vdrm 

Max. reverse leakage 

^RRM 

12 mA 

Tj = 125°CandVRRM 

Critical rate of rise of 

dv/dt 

200 V/Aisec. 

rj = 125°C 

off-state voltage 




Triggering 

Max. gate voltage to trigger 

Vgt 

3.0V 


Max. nontriggering gate voltage 


0.15V 

Tj=°125C 

Max. gate current to trigger 

^GT 

150 mA 


Max. peak gate power 

^GM 

low 

fp = 10^sec. 

Average gate power 

^G(AV) 

2.0 W 


Max. peak gate current 

^GM 

3.0A 


Max. peak gate voltage (forward) 

^GM 

20V 


Max. peak gate voltage (reverse) 

V'gm 

10V 
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Silicon Controlled Rectifiers/Inverter 


Series 039 


Mechanical Characteristics 

Base 


Header 

Weight 

Mounting Torque 
Dimensions 

Note 1 
Note 2 

Notes 


High strength copper stud and base with a 1/4-28 UNF 2A thread for 
through mounting on a heat sink. Tin plating of base prevents 
corrosion. 

Glass to metal construction. 

Approximately .635 ounce (18.0 grams) 

30 in. lbs. maximum 

In accordance with TO-208AC outline 

Tq = 25°C unless otherwise noted 

/jM = 50A, Vd= Vqrm* '^gt = ‘12 V open circuit, 20 ohm 0.1 /xsec. rise 
time 

/tm = 150A, di/dt = 5A//iSec., \/r during turn-off interval = 50V min., 
reapplied dv/dt = 20V/^sec. linear to rated Vdr,^ Vqj = OV 
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Silicon Controlled Rectifiers/lnverter 


Series 039 


Figure 1 

Maximum transient thennal impedance 


Figure 4 

Maximum nonrepetitive surge current at rated load 



-Tc = 125®C 

.. Tc ^ 25°C 

0 20 30 

Rate of Fall of Current, 
di/dt - Amperes per uSec, 


40 50 60 70 80 90 100 


h- O I.OL. 
10 


-Tc= 125 OC 

_Tc = 250c 


10 20 30 40 50 60 70 80 90 100 

Rate of Fall of Current, 
di/dt - Amperes per MSec. 































Silicon Controlled Rectifiers/Inverter 


Series 039 


Figure 7 

Sinewave peak current capability at = 65^C 



10 20 40 100 200 400 1000 2000 4000 10000 

Pulse Width - MSec. 


Figure 10 

Trapezoidal waveform current capability at Tq = 65^C 



10 20 40 100 200 400 1000 2000 4000 10000 

Pulse Width - tiSec. 


Figure 8 

Sinewave peak current capability at Tq = 90*^0 



Pulse Width - fxSec. 


Figure 11 

Trapezoidal waveform current capability at Tq = 90** 



Figure 9 Figure 12 

Sinewave energy per pulse Trapezoidal waveform energy per pulse 



Pulse Width - fiSec. Pulse Width - uSec. 

Note: Test conditions for Sine and Trapezoidal curves: Snubber : 

R = 2012 
C = 0.25MF 
Vp = 400V 
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Silicon Controlled Rectifiers/Inverter 

125 Amps RMS, \/drm AND I/rrm Up To 600 Volts 


Series 079 


■ High di/dt -800 A/fxsec non-repetitive 

■ 1800 Amperes surge current capability 

■ Package conforming to either 
TO-209AC or TO-208AS outline 

■ Blocking voltages up to 600 volts 

■ 10/xsec turn-off time available 

■ Primarily for forced commutated 
applications 


Dim 

. Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum 

Notes 

A 

.... 

.... 

.... 

.... 

1 

B 

1.050 

1.060 

26.67 

26.92 


C 

.... 

1.161 

.... 

29.49 


D 

5.850 

6.144 

149.10 

156.06 


E 

6.850 

7.375 

173.99 

187.33 


F 

.797 

.827 

20.24 

21.01 


G 

.276 

.286 

.701 

7.26 


H 

.... 

.948 

.... 

24.08 


J 

.425 

.499 

10.80 

12.67 

2 

K 

.260 

.280 

6.60 

7.11 

Dia. 

M 

.500 

.600 

12.70 

15.24 


N 

.140 

.150 

3.56 

3.81 


P 

.... 

.295 

.... 

7.49 


R 

.... 

.900 

.... 

22.86 

Dia. 

S 

.225 

.275 

6.48 

6.99 


T 

.... 

1.750 

.... 

44.45 


U 

.370 

.380 

9.40 

9.65 


V 

.213 

.223 

5.41 

5.66 

DIa. 

w 

.065 

.075 

1.65’ 

1.91 

Dia. 

X 

.215 

.225 

5.46 

5.72 


Y 

.290 

.315 

7.37 

8.00 


z 

.514 

.530 

13.06 

13.46 


AA 

.089 

.099 

2.26 

2.51 



Note 1: 

V2-20UNF-2A 
Note 2: 

Full thread within 2y2 threads 



Catalog 

Forward & 

Reverse 

Number 

Reverse 

Transient 


Repetitive 

Blocking 

Blocking 

07902GRA 

200 

300 

07904GRA 

400 

500 

07906GRA 

600 

700 


Note 1: 

To specify dv/dt other than 200V//usec, 
enter appropriate letter in place of “G”. 

K ^ SOOVVsec 
H ^ 500V//iSec 


Note 2: 

To specify tq other than 10/isec, enter 
appropriate letter In place of “R”. 


P ^ 15/isec 
U ^20Atsec 


Note 3: 

To specify package designation other 
than standard lead, enter appropriate 
letter In place of “A”. 

B = insulated Lead 

D = Flag Terminal 

C = Top Stud (consult factory) 
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Silicon Controlled Rectifiers/Inverter 

(Note 1) 


Series 079 


Electrical Characteristics 

Forward Conducting 




Max. RMS on-state current 

^T(RMS) 

63 Amps 

rc = 97°C 

Max. average on-state cur. 

Vv) 

40 Amps 

Tc = 97°C 

Max. peak on-state voltage 


3.0 Volts 

/ji^ — 500 A (peak) 

Max. holding current 

Ih 

500 mA 


Max. peak one cycle 

hsM 

1000 A 

Tc = 97°C, 60 HZ 

surge current 




Max./^t capability for 


4150 A^S 

t = 8.3 ms. 

fusing 




Switching 




Critical rate of rise on-state 

di/dt 

400 A/^sec. 

rj = 125°C 

current (note 2) 




Typical delay time (note 2) 

fd 

2.0 ^sec. 


Maximum circuit commutated 


10 nsec. (R) 

Tj = 125 °C 

turn-off time (note 3) 


15/iSec. (P) 




20 ixsec. (U) 


Thermal vaiues 




Maximum thermal resistance 

^0JC 

0.35 °C/W 


junction to case (DC) 




Operating junction temp range 

L 

-40°Cto -f 125°C 

Storage temp range 

^stg 

-40°Cto +150°C 

Blocking 




Max. leakage current 

^DRM 

12 mA 

rj = 125<=CandVoRM 

Max. reverse leakage 

^RRM 

12 mA 

Tj = 125°CandVRRM 

Critical rate of rise of 

dv/dt 

200V//iSec. 

rj = 125°C 

off-state voltage 




Triggering 




Max. gate voltage to trigger 


3.0V 


Max. nontriggering gate voltage 

Vgd 

0.15V 

rj = 125'>C 

Max. gate current to trigger 

^GT 

150 mA 


Max. peak gate power 

^GM 

low 

fp = lO^sec. 

Average gate power 

^G(AV) 

2.0 W 


Max. peak gate current 

^GM 

3.0A 


Max. peak gate voltage (forward) 

'^GM 

20V 


Max. peak gate voltage (reverse) 

'^GM 

10V 
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Silicon Controlled Rectifiers/Inverter 


Series 079 


Mechanical Characteristics 


Base 

High strength copper stud and base with a 1/4-28 UNF 2A thread for 
through mounting on a heat sink. Tin plating of base prevents 

corrosion. 

Header 

Glass to metal construction. 

Weight 

Approximately .635 ounce (18.0 grams) 

Mounting Torque 

30 in. lbs. maximum 

Dimensions 

In accordance with TO-208AC outline 

Note1 

Tq = 25°C unless otherwise noted 

Note 2 

/j^ = 50A, V'd='^drm> '/gt= 12 V open circuit, 20 ohm 0.1 fjLsec. rise 

time 

Notes 

/jivi = 150A, di/dt = 5A//iSec., Vp^ during turn-off interval = 50V min., 
reapplied dv/dt = 20Mlfxsec. linear to rated Vqj = OV 







































Silicon Controlled Rectifiers/inverter 


Series 079 


Figure 7 

Sinewave peak current capability at = 65**0 



Figure 10 

Trapezoidal waveform current capability at = 65^C 



10 20 40 100 200 400 1000 2000 4000 10000 

Pulse Width - uSec. 


Figure 8 

Sinewave peak current capability at Tq = 90**C 



10 20 40 100 200 400 1000 2000 4000 10000 

Pulse Width - /iSec. 


Figure 11 

Trapezoidal waveform current capability at Tq = 90° 



10 20 40 100 200 400 1000 2000 4000 10000 

Pulse Width - fxSec. 


Figure 9 Figure 12 

Sinewave energy per pulse Trapezoidal waveform energy per pulse 
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Silicon Controlled Rectifiers/Inverter 


Series BSt H 61 


Disc thyristors for 200 V to 600 V; = 

15^s, 18 fis 

Application Primarily for self-commutated 

converters of all types, e.g. Inverters, 
choppers, etc. 

Chip Fully diffused silicon 

Current and heat transfer: 
noble metal pressure contact 


Case Disc-type case, type 2 a as per DIN 44 

499 (draft) Contact surfaces nickel- 
plated, ceramic insulation 


Connections Gate line yellow, 230 mm In length, 
included in delivery upon request 


Polarity as stamped 


Gate flat plug 
as per DIN 46 244 



Dimensions in mm 


Heat sinks 
Type 

Ordering Code 

Designation as per 
DIN 41 882 
Material 
Weight 


KK3r) 

KK32') 

KK33’) 

KK34') 

LK182) 

C66055-A 

6105-B4 

Alum. 

500 g 

Alum. 

950 g 

Alum. 

730 g 

Alum. 

1200 g 

K0,55 
Alum. 
1600 g 


Type 


'^DRM 

'^RRM 

fq = 15^S 
dvdf = 200 V//iS 

f, = 18/is 
dirdf = 200 V//<s 

dvdf = 500 V/A4S 

fq = IQfiS 

dvdf = 500 Wlfis 

200V 

BStH6113f 

BStH6113g 

BStH6113fS9 

BSTH6113gS9 

300V 

BStH6120f 

BStH6120g 

BStH6120fS9 

BStH6120gS9 

400V 

BStH6126f 

BStH6126g 

BStH6126fS9 

BStH6126gS9 

500V 

BStH6133f 

BStH6133g 

BStH6133fS9 

BStH6133gS9 

600V 

BSTH6140f*) 

BStH6140g*) 

BStH6140fS9*) 

BStH6140gS9* 


*) on request 

Available only with component fitted 
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Silicon Controlled Rectifiers/Inverter 


Series BSt H 61 


Blocking characteristics 

Maximum off-state or 
reverse current 

/d,/r 

10mA 

Secondary conditions 
^ = 140°C,for 0.67 Vdrm,0.67 1/rrm 
= 140°C,for Vdrm, Vrrm 

Forward blocking characteristics 

Maximum rms on-state current 

/tRMS(I) 

250 A 



Surge current 

/tSM{I) 

1,850 A 

1,650 A 

»^= 25°C \ half sinewave 
= 140°C /50Hz, 1 /r = 0V 

value 

/ /^d t 

17,200 A^s 

13,700 A^s 

10,000 A^s 
8,000 A^s 

5, = 25°C1 
= 140°CJ 

6, = 25°C1 
= 140°CJ 

[ t= 10ms, 1 /r = OV 

1 f = 2to5 ms 

1 1/r = 0V 

Threshold voltage 

Slope resistance 

V[JO) 

r\ 

1.03 V 
1.65mn 

j equivalentstraightlinefori9j = 140°C 

Dynamic values, switching applications 
Latching current 4 

0.5 A 

1.0A 

,9,- 140°C 
= 25° C 

= -40°C 

: 1 I/d = 18V, 

? /g = 1 A, d/b/d t = 1 A/jis, 

) fgt = 15 }IS 

Delay time 

/■gd 

2.2 |is 

1.5^s 

/g = 1 A \ d/G/dt= 1 A/ps,,9,= 25°C 
/g = 3 A J I/d = 0.5 1/drm, L/R = 2 fgd 
/tm = 16 A 

Critical periodical rate 
of rise of on-state current with addi¬ 
tional load from an RCsnubber 

(d/7df)cr 

150A/PS 

S, = 140°C, /= 50 Hz, 1 /d = 0.67 Vom 

Long pulse with linear current rise to 
/tm = 480 A 

Additionally permissible peakcurrent of a 
discharging RC snubber,/ tm(rc) = 100A 
Drive required 
/g ^ 1 A, d/b/d t ^ 1 A/jis 

Periodical current (peak value) of a 
discharging RCsnubber 

/tM(RC) 

100A 

50 A 

d//df=(d//dr)cr 

Drive required $■ < 140°C 

/g ^ 1 A,d/G/df> 1 A/ps f=50Hz 
dz/df^lOA/^is 1 /d = 

Drive required 0.67 Vdrm 

/g » Igt 

Critical rate of rise of off-state 
voltage (Type BSt H 61 ...) 

(Type BSt H 61 ...S9) 

(dv/df)cr 

200V/HS 
1,000V/ns 
lOOV/ps 
500V/HS 
2,000 V/ps 

0.67 \/drm 
0.33 \/drm 

1.0 \/drm 
0.67 I/drm 
0.33 1/drm 

= 140°C 

Linear 
voltage rise, 
control circuit 
open 

Circuit commutated turn-off time 
(Type BSt H 61 ..f) 

(Type BSt H 61 ..g) 

4 

15iis 

18ps 

= 140°C,-d/7df=-10A/^ts 

Vr = 0.67 1/rrm, I/d = 0.67 \/drm 
dv/df=50V/ps,/TM = 160A 

Chip currentfully risen before commuta¬ 
tion 
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Silicon Controlled Rectifiers/Inverter 


Series BSt H 61 


Gate circuit ratings 

Minimum gate trigger current 

/gt 

100mA 

250 mA 

450 mA 

,9j= 140°C 1 
= 25°C }Vd^2V 

= -40°C ) 

Minimum gate trigger voltage 

Vqt 

1.0V 

,9j= 140°C 1 



1.5V 

= 25'’C }i/D>2V 



2.0V 

= -40°C ) 

Maximum gate non-trigger current 

Igd 

- 

,9j=140°C, Vd = 2V 



5 mA 

= 140°C, 1/d^0.5Vdrm 

Maximum gate non-trigger voltage 

Vqd 

0.2 V 

^j = 140°C, I/d^O.5 Vdrm 

Maximum admissiblegate current 

/gm 

10A 

peakvalue 


/grms 

3A 

rms value 

Maximum admissible gate power 

^GAV(I) 

20 W 

maximum value 

losses 




Maximum negative gate voltage 

Vgrm 

10V 

peakvalue 

Thermal ratings 



Secondary conditions 

Maximum continuously admissible 




junction temperature 

^j(l) 

140^0 


Operating temperature range 


-40to+140°C 


Storage temperature range 

4 

-40to-f150°C 


Thermal resistance for constant current /?thjc 

0.17 K/W 

double-sided cooling 

(excluding heattransfer) 


0,30 K/W 

cooling on anode side 



0.40 K/W 

cooling on cathode side 

Thermal resistance 

/?thCK 

0.015 K/W 

double-sided cooling see assembly 

case to heat sink 


0.030 K/W 

one-sided cooling i instructions 

Mechanical ratings 




Contact pressure 

F 

2000Ni?§% 

setpoint value 

Leakage path 

- 

5mm 

anode-grid 

Air path 

- 

5mm 

anode-grid 

Weight 

- 

60 g 


Vibration resistance 

- 

50m/s2 

at 50 Hz, without heat sink 

Humidity category 

- 

C 

according to DIN 40 040 
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Silicon Controlled Rectifiers/Inverter 


Series BSt H 61 


Characteristics input characteristics (scatter band) 

Forward characteristics (scatter bands) with trigger ranges and 

Parameter: junction temperature power dissipation hyperbolae 



-- vx -- Vg 



Thermai resistance Ar 

Parameters: frequency f, current waveform 





“Anaiyticai function” for dc: 

n 

^(th)JC = 


/ - 1 



Double-sided 

cooling 

Cooling 
on anode side 

Cooling 

on cathode side 

/• 

n (K/WJ 

T)Is] 

r, [K/WJ 

Tils] 

r, [K/W] 

r.Isl 

1 

0.04504 

0.28857 

0.16935 

1.95143 

0.27361 

2.30535 

2 

0.08282 

0.05366 

0.09240 

0.05174 

0.08815 

0.05015 

3 

0.01222 

0.00979 

0.02149 

0.00414 

0.02149 

0.00414 

4 

0.01849 

0.00237 

0.00532 

0.00110 

0.00532 

0.00110 

5 

0.01143 

0.00051 

0.01143 

0.00051 

0.01143 

0.00051 


Formulae for determining the total thermal resistance 


^thJA = ^thJC + ^thCA + 

^{th)JA == Z(th)JC + ^(th)CA 

^(th)p(JA) = [^(thjp-'^lthlJc] + ^(th)JA 

^thCA and Z(,h)CAsee section "Heat sinks" 
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Silicon Controlled Rectifiers/Inverter 


Series BSt L 61 


Disc thyristors lor 200 V to 600 V; /trms = 550 A; 

fq = 15/LtS, 18 /iS 

Application Primarily for self-commutated 

converters of all types, e.g. Inverters, 
static converters, choppers, etc. 

Chip Fully diffused silicon 

Current and heat transfer: 
noble metal pressure contact 


Case Disc-type case, type 2 a as per DIN 44 

499 (draft) Contact surfaces nickel- 
plated, ceramic insulation 
Connections Gate line yellow, 230 mm In length, 
Included in delivery upon request 


Polarity as stamped 


Gate flat plug 
as per DIN 46 244 



Heat sinks 


Type KKSr) KK32^) KK33') KK34^) NK12’) 

Ordering Code _ _ — _ _ 


NK15') NK16') KD20..Vy) 


Designation as per 


DIN 41 882 
Material 
Weight 

Alum. Alum. 
500 g 950 g 

Alum. Alum. 
730 g 1200 g 

Alum. Alum. 

2100 g 2400g 

Alum. Copper 

2700 g — 

Type 

'^DRM 

f<, = 15/iS 

fq = 18/iS 

fq = 15jtS 

fq = 18/iS 

'^RRM 

dvdf = 200 VVs 

dvdf = 200 Wlfis 

dvdf = 500 yiiiS 

dvdf = 500 V//4S 

200V 

BStL6113f 

BStL6113g 

BStL6113fS9 

BSTL6113gS9 

300V 

BStL6120f 

BStL6120g 

BStL6120fS9 

BStL6120gS9 

400V 

BStL6126f 

BStL6126g 

BStL6126fS9 

BStL6126gS9 

500V 

BStL6133f 

BStL6133g 

BStL6133fS9 

BStL6133gS9 

600V 

BSTL6140f*) 

BStL6140g*) 

BStL6140fS9*) 

BStL6140gS9*) 


Current carrying capacity 
Double-sided cooling 


Frequency/ 





HlOOpsl-^ 


50 Hz 
250 Hz 
500 Hz 
1000 Hz 
1500 Hz 
2000 Hz 
3000 Hz 
4000 Hz 
5000 Hz 
6000 Hz 


780A 
780A 
780A 
780A 
740A 
675A 
555A 
450A 
365A 
305A 


780A 

780A 

780A 

780A 

725A 

650A 

525A 

425A 

325A 

260A 


1100A 

1100A 

1100A 

1100A 

1100A 

1150A 

1080A 

900A 

700A 

585A 


1100 A 
1100A 
1100A 
1100A 
1100A 
1100A 
1070A 
800A 
665A 
560A 


3100A 

2590A 

2030A 

1700A 

1400A 

1080A 

880A 

710A 


3100A 

2590A 

2030A 

1680A 

1380A 

1050A 

840A 

665A 


Recovery voltage Vr 
V oltage before turn-on V 
Rate of rise of on-state 
current d//df 
Case temperature 


appr. IV 1 300V 

300V 

50 A//iS 
60 °C 


appr. IV 


300V 


300V 


60 °C 


appr. IV 


300V 


300V 


60 °C 


*) on request. Available only with component fitted. *) For complete designation see chapter on heat sinks. 
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Silicon Controlled Rectifiers/Inverter 


Series BSt L 61 


Blocking characteristics 

Maximum off-state or 
reverse current 

Id, /r 

15 mA 

Secondary conditions 
= 140°C,for 0.67 Vdrm,0.67 Vrrm 
= 140°C, for Vdrm, Vrrm 

Forward blocking characteristics 
Maximum rms on-state current 

/trms(i) 

550 A 




Surge current 

hsM (1) 

4,460 A 
3,870 A 

25°C^ 
= 140°C . 

1 half sine wave 
l50Hz, 1 /r = 0V 

/^rvalue 

J/^df 

100,000 A^s 
75,000 A^s 
47,000 A^s 
34,000 A^s 

5j= 25‘’C1 
= 140“CJ 
25°C1 
= 140°C J 

[ f = 10ms, 1 /r = OV 

1 f = 2to5ms 

1 1/r = 0V 

Threshold voltage 

Slope resistance 

V(TO) 

rr 

0.99 V 

0.685 mQ 

1 equivalentstraightlinefor i9j = 140°C 

Dynamic values, switching applications 
Latching current /l 

0.5A 

1.0A 

^j= 140°C 
= 25° C 

= -40°C 

1 1/d = 18 V, 

[ /g= 1 A,d/G/df= 1 A/ps, 
j fgt= 15ps 

Delaytime 

tgd 

2.2^s 

1.5 {IS 

/g = 1 A 1 d/G/df = 1 A/ps, = 25° C 
/g = 3 A / Vd = 0.5 Vdrm, L/R = 2 tgd 

Itm = 35 a 

Critical periodical rate 
of rise of on-state current with addi¬ 
tional load from an RC snubber 

(d//dt)cr 

150 A/ps 

= 140°C, f= 50Hz, Vd = 0.67 1/drm 

Long pulse with linearcurrentriseto 

7tm = 1050 A 

Additionally permissible peak current of a 
discharging RCsnubber, /tm(rc) = 100A 
Drive required 
/g ^ 1 A, d/G/d t ^ 1 A/ps 

Periodical current (peak value) of a 
discharging RCsnubber 

/tM(RC) 

100A 

50 A 

d//df= (d//df)cr 

Drive required 

Ig ^ TA,d/G/df^ 1 A/ps 
d//df^ 10 A/ps 

Drive required 
/g « /gt 

5j<140°C 
, /=50Hz 

I/d = 

0.67 1/drm 

Critical rate of rise of off-state 
voltage (Type BSt L61 ...) 
(TypeBStLBl ...S9) 

(dv/df)cr 

200V/^is 
1,000V/iis 
lOOV/ps 
500V/PS 
2,000 V/ps 

0.67 1/drm 
0.33 1/drm 

1 0 1/drm 
0.67 1/drm 
0.33 I/drm 

1 5, = 140°C 

Linear 

f voltage rise, 
control circuit 
open 

Circuit commutated turn-off time 
(TypeBStL61..f) 

(Type BSt L61 .. g) 


15ps 

18ps 

= 140°C,-d/7df = -10A/ps 

Vr = 0.67 1/rrm, W)= 0.67 1/drm 
d v/d t = 50 V/ps, /tm = 350 A 

Chip currentfully risen before commuta¬ 
tion 
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Silicon Controlled Rectifiers/Inverter 


Series BSt L G1 


Gate circuit ratings 

Minimum gate trigger current 

/gt 

100mA 

250 mA 

450 mA 

140°C 1 

= 25°C [ Vd>2V 

= -40°C J 

Minimum gate triggervoltage 

Vgt 

1.0V 

S,= 140°C 1 



1.5V 

= 25°C [ Vd^2V 



2.3V 

= -40°C ) 

Maximum gate non-trigger current 

Iqd 

20 mA 

,9j=140°C, Vd = 2V 



10mA 

= 140"C, Vd^O.5 Vdrm 

Maximum gate non-trigger voltage 

Vqd 

0.2V 

^j = 140°C, Vd^O.5 Vdrm 

Maximum admissible gate current 

Igm 

10A 

peakvalue 


/grms 

3A 

rms value 

Maximum admissible gate power 

^GAV(l) 

20 W 

maximumvalue 

losses 




Maximum negative gate voltage 

Vgrm 

lOV 

peakvalue 

Thermal ratings 



Secondary conditions 

Maximum continuously admissible 




junction temperature 


140°C 


Operating temperature range 


o 

+ 

o 

o 

1 

’C 

Storage temperature range 

4 

-40to -1-150' 

’C 

Thermal resistance for constant current /?thjc 

0.095 K/W 

double-sided cooling 

(excluding heattransfer) 


0.180K/W 

cooling on anode side 



0.200 K/W 

cooling on cathode side 

Thermal resistance 

MhCK 

0.015 K/W 

double-sided cooling \ see assembly 

case to heatsink 


0.030 K/W 

one-sided cooling /instructions 

Mechanical ratings 




Contact pressure 

F 

3000N^?§% 

setpointvalue 

Leakage path 

- 

5mm 

anode-grid 

Air path 

- 

5mm 

anode-grid 

Weight 

- 

60 g 


Vibration resistance 

- 

50m/s2 

at 50 Hz, withoutheatsink 

Humidity category 

- 

C 

according to DIN 40 040 
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Silicon Controlled Rectifiers/lnverter 


Series BSt L 61 


Trapezoidal pulse operation 


Double-sided cooling 


Pulseshape CSEcircuitry 


/ CO A ovnlfmotinri^j 



dz/df = Rale of current rise 

f = Frequency = 1/r 

/tm = Maximum dcpeakcurrent 

Ur - Recovery voltage 

Ub = Voltage before turn-on 

fp = Pulse duration 

U = Idle period 

25A/^is 


Maximum do output current peak value 





Graph for calculating power dissipation = W-f 
Parameters: d;/d, = 25 AZ/xs, \/r circuitry 

W = energy loss per pulse 

A 


L61. n.tSA/pi _ _^ 
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5 10^ 5 10^ 5 lO'’ ps 


Maximum dc output cunent peak value 



—— fp 


Maximum dc output current peak value 

(trapezoidal current with t^=Tl2) 

as a function of frequency 

Parameters: d,ldt=25 A ns, circuitry 



Maximum dc output cunent peak value 
as a function of pulse duration fp 
Parameters: 6,16 ,=25 A/^is, ^ = 110®C, \Zp 
circuitry 























Silicon Controlled Rectifiers/Inverter 


Series BSt L G1 


Sinusoidal pulse operation 

Cooling on anode side 


Maximum do output cunent peak value 

as a function of pulse duration 
Parameters: Sc =60®C, \/r f, circuitry 


Pulse shape 



f = Frequency = 1/7 

Im = Maximum dcpeakcurrent 

Wr = Recovery voltage 

Vo - Voltage before turn-on 

tp = Pulse duration 

fs = Idle period 



Graph for calculating power dissipation =W-f 
Parameters: I/r circuitry 

W = energy loss per pulse 

A 




-►/p 


Maximum dc output current peak value 

as a function of pulse duration fp 
Parameters: = 110®C, \/r f, circuitry 


L61,ia,,110"C(A) .32n 
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Silicon Controlled Rectifiers/Inverter 


Series BSt L 61 


Sinusoidal pulse operation 

Double-sided cooling 


Maximum dc output cunrent peak value 
as a function of pulse duration fp 
Parameters: 9c =60®C, \^n f, circuitry 

A ’ 



f = Frequency = 1/7" 

Itm = Maximumdcpeakcurrent 
Vn = Recovery voltage 
Vo = Voltage before turn-on 
fp = Pulse duration 
U “Idle period 



Graph for calculating power dissipation P^q^=]N- f 
Parameters: Vp, circuitry 

W = energy loss per pulse 


A 



Maximum dc output current peak value 
as a function of pulse duration fp 
Parameters: 9^ =85®C, circuitry 




Maximum dc output current peak value 
as a function of pulse duration fp 
Parameters: =110®C, ^ circuitry 



—— fp 
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Silicon Controlled Rectifiers/ln^erter 


Series BSt L 61 


Thermal resistance Ar 

Parameters: frequency f, current waveform 



Peak reverse recovery current 
(lower limit of scatter range) 

Parameters: on-state current, rate of current rise, 



“Analytical function” for dc: 


^(ih)jc = -e ^ 

/ - 1 



Double-sided 

cooling 

Cooling 
on anode side 

Cooling 

on cathode side 

/ 

r, [K/W] 

[s) 

r, [K/W] 

^i[s] 

MK/W] 

^[s] 

1 

0.03873 

0.32498 

0.12191 

1.56818 

0.14157 

1.48215 

2 

0.03636 

0.04335 

0.03895 

0.04217 

0.04057 

0.04263 

3 

0.01073 

0.00685 

0.00843 

0.00709 

0.01013 

0.00472 

4 

0.00480 

0.00135 

0.00633 

0.00181 

0.00335 

0.00125 

5 

0.00438 

0.00040 

0.00438 

0.00040 

0.00438 

0.00040 


Formulao for determining the total thermal resistance 

^thJA = ^thJC + ^thCA + Ar 
^(th)JA = Z(th)JC + '^(th)CA 
^(th)p{JA) = [-^(th)p--?(th)jc] + ^(th)JA 

^thCA and Z(th)CA see section "Heat sinks" 

Peak reverse recovery cument /pp^ 

(upper limit of scatter range) 

Parameters: on-state current, rate of current rise, 
=140°C 



-►di/dt 


Recovered charge (iower iimit of scatter range) 
Parameters: on-state current, rate of current rise, 
=140°C 


Recovered charge Q„ (upper limit of scatter range) 
Parameters: on-state current, rate of current rise, 

,9) =140°C 
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Silicon Controlled Rectifiers/Inverter 


Series BSt L 61 


Characteristics 

Forward characteristics (scatter bands) 
Parameter: junction temperature ,9, 



input cnaracterlstics (scatter band) 
with trigger ranges and 
power dissipation hyperboiae 





5 1 1 1 ..J L - Z 1 \ z 1 1. : 1 ..it } 

0 1 2 3 4 5 6 7 V 8 


- 






























































Silicon Controlled Rectifiers/Inverter 


Series BSt N 61 


Disc thyristors for 200 V to 600 V; = 950 A; 


fq = 18 nS 

Application 

Primarily for self-commutated 
converters of all types with lower 
operating voltage, e.g. inverters, 
choppers, etc. 

Chip 

Fully diffused silicon 

Current and heat transfer: 
noble metal pressure contact 

Case 

Disc-type case, type 3 a as per DIN 44 
499 (draft) Contact surfaces nickel- 
plated, ceramic Insulation 

Connections 

Gate line yellow, 230 mm In length, 
included in delivery upon request 

Polarity 

as stamped 


Gate flat plug 



Dimensions in mm 


Heat sinks 


Type 

KK32') 

KK34') 

NK12') 

NK15') 

NK16’) 

KC14.:)2) 

KD20..V02) 

Ordering Code 

— 

— 

— 

— 

— 

— 

— 

Designation as per 
DIN 41 882 


_ 

_ 

_ 

_ 

_ 

_ 

Material 

Alum. 

Alum. 

Alum. 

Alum. 

Alum. 

Copper 

Copper 

Weight 

950 g 

1200 g 

2100 g 

2400 g 

2700 g 

— 

— 


Type 

'^DRM 

'^RRM 

fq = 15^s 
dvdf = 200 V//iS 

r, = 18MS 

dvdf = 200 VVs 

fq = 15 /aS 

dvdf = 500 V//IS 

fq = ^BllS 

dvdf = 500 V/^s 

200V 

BStN6113f 

BStN6113g 

BStN6113fS9 

BSTN6113gS9 

300V 

BStN6120f 

BStN6120g 

BStN6120fS9 

BStN6120gS9 

400V 

BStN6126f 

BStN6126g 

BStN6126fS9 

BStN6126gS9 

500V 

BStN6133f 

BStN6133g 

BStN6133fS9 

BStN6133gS9 

600V 

BSTN6140f*) 

BStN6140g*) 

BStN6140fS9*) 

BStN6140gS9*) 


Current carrying capacity 
Double-sided cooling 

Frequency^ 




50 Hz 
250 Hz 
500 Hz 
1000 Hz 
2000 Hz 
3000 Hz 
4000 Hz 
5000 Hz 
6000 Hz 


1340A 

1340A 

1340A 

1165A 

810A 

590A 

460A 

370A 

310A 


1340A 

1340A 

1340A 

1140A 

775A 

560A 

420A 

330A 

260A 


1900A 

1900A 

1900A 

1900A 

1800A 

1250A 

910A 

720A 

590A 


Recovery voltage 
Voltage before turn-on 


appr. IV I 
300V 


300V 


appr. 1V I 
300V 


Rate of rise of on-state 


1 


^TM 



1900A 

_ 

1900A 

3200A 

1900A 

2600A 

1900A 

2120A 

1785A 

1480A 

1210A 

1100A 

860A 

880A 

680A 

720A 

555A 

— 


300V 


appr. 1V 


300V 


1 


T 


3200A 

2600A 

2120A 

1420A 

1070A 

850A 

680A 


300V 


current d/7df 
Case temperature 
Equivalent values for 
RC circuit 


50 Alns 
60 °C 

0.68mF, 5.612 


60 °C 

0.68AtF, 5.60 


60 °C 

0.68/iF, 5.60 


*) on request. ’) Available only with component fitted. *) For complete designation see chapter on heat sinks. 
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Silicon Controlled Rectifiers/Inverter 


Series BSt N 61 


Thermal resistance Ar 

Parameters: frequency f, current waveform 



“Analytical function” for dc: 


^(th)JC = ^ 

1 



Double-sided 

cooling 

Cooling 

onanodeside 

Cooling 

oncathodeside 

/ 

r, (K/W) 

T![s) 

n [K/W] 

rilsj 

r, I K/W] 

T,ls] 

1 

0.0177 

0.5208 

0.0594 

2.0533 

0.0793 

1.7411 

2 

0.0179 

0.0617 

0.0109 

0.0449 

0.0220 

0.0449 

3 

0.0057 

0.0217 

0.0110 

0.0394 

0.0056 

0.0037 

4 

0.0056 

0.0037 

0.0056 

0.0037 

0.0031 

0.0008 

5 

0.0031 

0.0008 

0.0031 

0.0008 

- 

- 


Formulae for determining the total thermal resistance 
^thJA = /?thJC + ^thCA + 

^(th)JA = 2{th)JC + ^(th)CA 

^(th)p(JA) = [^(th)p-<^(th)jc] + ^(th)JA 

^ihCAand Z(th)CAsee section "Heatsinks" 


Peak reverse recovery current 
(lower limit of scatter range) 

Parameters: on-state current, rate of current rise, 
^ =140°C 

A 



Peak reverse recovery current 
(upper limit of scatter range) 

Parameters: on-state current, rate of current rise, 



0 10 20 30 40 50 60 70 BO 90 100 A/ps 

--di/dt 



Recovered charge (lower limit of scatter range) 
Parameters: on-state current, rate of current rise, 

= 140°C 


pAs 



0 10 20 30 40 50 60 70 80 90 100 A/ps 

-►di/df 


Recovered charge (upper limit of scatter range) 
Parameters: on-state current, rate of current rise, 

$1 =140°C 


pAs 
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Silicon Controlled Rectifiers/Inverter 


Series BSt N SI 


Thermal ratings Secondary conditions 

Maximum continuously admissible 


junction temperature 

^j(i) 

140°C 


Operating temperature 


-40to+140°C 


Storage temperature range 

Ss 

-40to +150"C 


Thermal resistance for constant current/?thjc 
(excluding heattransfer) 

0.05 K/W 

0.09 K/W 

0.11 K/W 

double-sided cooling 
cooling on anode side 
cooling on cathode side 

Thermal resistance 
case to heatsink 

/7thCK 

0.01 K/W 

0.02 K/W 

double-sided cooling ) see assembly 
one-sided cooling /instructions 

Mechanical ratings 

Contact pressure 

F 

5500N;?S% 

setpointvalue 

Leakage path 

- 

5mm 

anode-grid 

Air path 

- 

5mm 

anode-grid 

Weight 

- 

lOOg 


Vibration resistance 

- 

50 m/s^ 

at50 Hz, without heatsink 

Humidity category 

- 

C 

according to DIN 40 040 


Characteristics Input characteristics (scatter band) 

Forward characteristics (scatter bands) with trigger ranges and 

Parameter: junction temperature S, power dissipation hyperbolae 



















Silicon Controlled Rectifiers/lnverter 


Series BSt N 61 


Transient thermal resistance for constant current Difference between transient pulse thermal 

resistances and transient thermal resistance for 
constant current, pulse currents 40 to 60 Hz 





Blocking characteristics 

Maximum off-state or 
reverse current 

Id. In 

25 mA 

Secondary conditions 
= 140° C, for 0.67 1 /drm,0.67 Vrrm 
= 140°C,for 1/drm, I/rrm 

Forward blocking characteristics 
Maximum rms on-state current 

/tRMS(I) 

950 A 


Surge current 

/tSM (I) 

8,950 A 
7,750A 

i9j= 25° C 1 half sine wave 
= 140°Ci50Hz, 1 /r = 0V 

value 

;/^dt 

400,000 A^s 
300,000 A^s 

190,000 A^s 

140,000 A^s 

t9j = 25° C W = 2 to 5 ms 
= 140°C/ 1 /r = 0V 

Threshold voltage 

Slope resistance 

V(TO) 

rj 

0.945 V 

0.434 mfl 

j equivalent straight line for T9j = 140°C 

Dynamic values, switching applications 



Latching current 

h 

0.5A 

,9j= 140°C ) 1 /d = 18V, 



1.0A 

= 25°C [/g= 1 A,d/b/df= 1 A/ps, 




= -40°C J fgt = 15ps 

Delaytime 

^gd 

2.2 ps 

/g = 1 A 1 d/b/df = 1 A/ns, 25''C 



1.5ps 

/g = 3 A i — 0.5 K>rm» L/R = 2 fgd 


Itm = 60A 


Critical periodical rate (d//df)cr 150A/iis 

of rise of on-state current with addi¬ 
tional loadfrom an RCsnubber 


= 140°C. f= 50 Hz, Vb = 0.67 Vom 
Long pulse with linear current rise to 
/tm= 1800 a 

Additionally permissible peak currentof a 
discharging RC snubber, /tm{rc) = 100 A 
Drive required 
/g ^ 1 A, d/c/df ^ 1 A/ps 


Periodical current (peak value) of a /tm(rc) IOOA dz/df = (d/7df)cr 

discharging RCsnubber Driverequired t9j^140°C 

/g^ 1 A,d/b/df^ 1 A/ps f=50Hz 
BOA d//df<10A/ps W) = 

Driverequired 0.67 Udrm 

/g « /gt 
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Silicon Controlled Rectifiers/Inverter 

Series BSt N 61 

Critical rate of rise of off-state 
voltage (Type BStN 61...) 
(TypeBStN61...S9) 

(dv/df)cr 

200V/PS 
1,000V/ps 
lOOV/ps 
BOOV/ps 
2.000 V/ps 

0.67V/DRM ) 5, = 140°C 

0.33 UfeRM Linear 

1.0 V/drm ^ voltage rise, 

0.67\/drm control circuit 

0.33 Vdrm ) open 

Circuit commutated turn-off time 
(Type BStN 61 ..f) 

(TypeBStN61..g) 


15ps 

18ps 

t?, = 140°C,-d//df=-10A/ps 

Vr = 0.67 1/rrm.Vd= 0.67 Vdrm 
d v/d f = 50 V/ps, Itm = 600 A 

Chip current fully risen before commuta¬ 
tion 

Gate circuit ratings 




Minimum gate trigger current 

/gt 

100mA 

5j= 140°C 1 



250 mA 

= 25"C [Vd^2V 



450 mA 

= -40°C J 

Minimum^gate trigger voltage 

Kst 

1.0V 

140°C 1 



1.5 V 

= 25°C }Vd>2V 



2.3 V 

= -40°C ) 

Maximum gate non-trigger current 

/go 

20 mA 

^j=140°C, Vd = 2V 



10mA 

= 140°C, Vd^O.BVdrm 

Maximum gate non-trigger voltage 

Vgd 

0.2V 

^ = 140°C, I/d^O.5 Vdrm 

Maximum admissible gate current 

Iqm 

10A 

peakvalue 


/grms 

3A 

rmsvalue 

Maximum admissible gate power 

^GAV(I) 

20 W 

maximum value 

losses 




Maximum negative gate voltage 

Vgrm 

10V 

peakvalue 
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Silicon Controlled Rectifiers/Inverter 


Series BSt N 61 


Sinusoidal pulse operation 


Cooling on cathode side 



f - Frequency “ 1/7" 

/tm - Maximumdcpeakcurrent 
1 /r = Recovery voltage 
Vo = Voltage before turn-on 
fp = Pulse duration 
U “Idle period 


Maximum do output current peak value 

as a function of pulse duration fp 
Parameters: =60®C, circuitry 




5 10^ 5 10’ 5 10‘ ps 


Maximum dc output current peak value 

as a function of pulse duration fp 
Parameters: = 85®C, f, circuitry 




Maximum dc output current peak value 

as a function of pulse duration fp 
Parameters: = 110®C, t, circuitry 

A 


N61,n,1I0'C (K) .37n 



271 


















Silicon Controlled Rectifiers/lnverter 


Series BSt N 61 


Trapezoidal pulse operation 


Double-sided cooling 


Maximum do output current peak value 

as a function of pulse duration fp 

Parameters: d^/d^ = 25 Alfxs, 9 q = 60®C, Vr f, 

circuitry 



Graph for calculating power dissipation 
Parameters: d,/d, = 25 A/^s, Vr circuitry 
W = energy loss per pulse 


A 



Maximum dc output current peak value 

(trapezoidal current with fp=r/2) 

as a function of frequency 

Parameters: d,/d,=s25 A ^s, 9c » circuitry 



Maximum dc output current peak value 
as a function of pulse duration fp 
Parameters: d,/d,=25 A /iS, ,9c =85®C, Vr^ f, 
A circuitry 



Maximum dc output current peak value 

as a function of pulse duration fp 
Parameters: d;/d/=25 AZ/aS, 9c = 110®C, Vr f, 
^ circuitry 




















Silicon Controlled Rectifiers/Inverter 


Series BSt N 61 


Trapezoidal pulse operation 

Double-sided cooling 


Pulse shape CSE circuitry 



d^dr => Rate of current rise 
f =» Frequency = l/T 

/tm = Maximum dc peak current 

Wr = Recovery voltage 

Vq = Voltage before turn-on 

tp =« Pulse duration 

ti = Idle period 

BOA/^is 


Maximum dc output current peak value 

as a function of pulse duration fp 
Parameters: d,/d, = 50 A//iS, ,9c =60®C, V^ V^ t 
A circuitry 





Graph for calculating power dissipation = W’f 
Parameters: d;/d, = 50 A/^s, \/r circuitry 

W = energy loss per pulse 


Maximum dc output current peak value 

as a function of pulse duration fp 
Parameters: d//d,=50 A /^s, Sc = Vr f, 

A circuitry 






















Silicon Controlled Rectifiers/Inverter 


Trapezoidal pulse operation 


Double-sided cooling 


Pulse shape CSE circuitry 



d/7df = Rate of current rise 
f Frequency = l/T 

/tm => Maximum dc peak current 
1 /r »» Recovery voltage 

Vo = Voltage before turn-on 

fp = Pulse duration 

ts = Idle period 

100A/^ls 


Graph for calculating power dissipation =W-f 
Parameters: d^/d^ = 100 A/^tis, Vr circuitry 
W = energy loss per pulse 


A 



Series BSt N 61 


Maximum dc output current peak value 
as a function of pulse duration L 
Parameters: d//d, = 100 A//iS, \ =60®C, Vr 
A circuitry 



Maximum dc output current peak value 
as a function of pulse duration fp 
Parameters: d,/d, =100 A /xs, = 85®C, I^r f, 
A circuitry 



















Silicon Controlled Rectifiers/Inverter 


Series BSt N 61 


Sinusoidal pulse operation 

Cooling on anode side 


Pulse shape 



f = Frequency = l/T 

/tm = Maximumdcpeakcurrent 

1/r = Recovery voltage 

Vd = Voltage before turn-on 

tp = Pulse duration 

fs = Idle period 


CSEcircuitry 
(see explanations) 



R‘ =5.6fi(3.9f2) 
C =0.68nF(1pF) 


More CSE circuitry (values in brackets) 
may be necessary if the commutation 
voltageistoohigh 


Maximum dc output current peak value 
as a function of pulse duration fp 
Parameters: Sq =60®C, \/^ Vr /, circuitry 



Graph for calculating power dissipation P^Q^=W-f Maximum dc output current peak value 

Parameters: \/^ Vr circuitry as a function of pulse duration 

W = energy loss per pulse Parameters: = 85°C, Vr_ f, circuitry 



Maximum dc output current peak value 
as a function of pulse duration L 
Parameters: =110®C, \/r 4 circuitry 


N61, n,110*C(Al ,32n 



-►fp 
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Silicon Controlled Rectifiers/Inverter 


Series BSt N 61 


Sinusoidal pulse operation 


Double-sided cooling 


Maximum do output current peak value 
as a function of pulse duration 
Parameters: =60®C, V^ f, circuitry 



f = Frequency = 1/r 
hu = Maximum dc peak current 
Vf^ = Recovery voltage 
Vq •= Voltage beforeturn-on 
fp = Pulse duration 
U -Idle period 



Graph for calculating power dissipation Ptot^ 
Parameters: circuitry 

W = energy loss per pulse 

A 



Maximum dc output cunent peak vaiue 

as a function of pulse duration fp 
Parameters: Sq =85®C, circuitry 



Maximum dc output current peak value 

as a function of pulse duration f 
Parameters: Sc = 110®C, Vr A circuitry 



5 1(P 5 10^ 5 10* ps 

- 
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Silicon Controlled Rectifiers/Inveiter 


Series BSt N 61 


‘H'apezoldal pulse operation 


Double-sided cooling 


Pulse shape 



di/dt = Rate of current rise 
f = Frequency — 1/r 

/tm = Maximum dcpeakcurrent 

1/r = Recovery voltage 

Vo = Voltage before turn-on 

fp = Pulse duration 

fs = Idle period 


CSEcircuitry 

(seeexplanations) 



fl'=3.9Q 

C'=0.68^F 


lOOA/^is 


Maximum do output cunent peak value 
as a function of pulse duration L 
Parameters: d,/d,=100 AZ/xs, =60®C, \Zr/, 

^circuitry 



Graph for calculating power dissipation P^ot = 
Parameters: 6,1 = 100 A/^ts, Vr circuitry 
W = energy loss per pulse 

A 



- 


Maximum dc output current peak vaiue 
as a function of pulse duration fp 
Parameters: d,/d, = 100 A /xs, Sq= 85®C, Vr f, 

A circuitry 



— 


Maximum dc output current peak vaiue 

(trapezoidal current with fp =7/2) 

as a function of frequency 

Parameters: d,/d, = 100 A /xs, 0^, Vq Vr f, circuitry 

A 







Silicon Controlled Rectifiers/Inverter 


Series BSt N 61 


Trapezoidal pulse operation 

Double-sided cooling 


Pulse shape 



di/dt r 

\ur h 

JeM 

r=i/f 

Y /♦ 1 


CSE circuitry 
(see explanations) 



/?'-6.8n 

C'-0.47nF 


d/ydf » Rate of current rise 

f = Frequency *= 1/r 

/tm = Maximumdcpeakcurrent 

V^R = Recoveryvoltage 

Vo » Voltage before turn-on 

tp = Pulse duration 

U = Idle period 


50A/^s 


Maximum dc output current peak value 
as a function of pulse duration 
Parameters: d;/d,=50 AZ/zs, = 60®^ Vr f, 
A circuitry 




-»-fp - 


Maximum dc output current peak value 

(trapezoidal current with tp-TI2) 

as a function of frequency 

Parameters: 6,16^=50 Ans, Vr f, circuitry 

A 



Maximum dc output cunent peak value 

as a function of pulse duration fp 

Parameters: d/Zdy = 50 AZ/iS, ,9^ = 110®C» \^r f, 

circuitry 

A 























Silicon Controlled Rectifiers/Inverter 


Series BSt P 61 


Disc thyristors for 200 V to 600 V; = A; t^ = 

15/iiS, 18 ixs 

Application Primarily for self-commutated 

converters of all types, e.g. inverters, 
static converters, choppers, etc. 

Chip Fully diffused silicon, with internal gate 

trigger amplification 
Current and heat transfer: 
noble metal pressure contact 


Case Disc-type case, type 4 a as per DIN 44 

499 (draft) Contact surfaces nickel- 
plated, ceramic insulation 


Connections Gate line yellow, 230 mm in length, 
included in delivery upon request 


Polarity as stamped 



Dimensions in mm 


Heat sinks 

Type 

NK12') 

NK15^) 

PK20') 

KC14.J)2) 

KD04/05')2) 

Ordering Code 

— 

— 

— 

— 

— 

Designation as per 

DIN 41 882 





_ 

Material 

Alum. 

Alum. 

Alum. 

Copper 

Copper 

Weight 

2100 g 

2400 g 

7500 g 

— 

— 


Type 


'^DRM 

'^RRM 

fq = 15/lS 
dvdf = 200 \flixs 

fq = 18 j.S 

dvdf = 200 V// 1 S 

fq = 15AtS 

dvdf = 500 V/^iS 

fq = 18 MS 

dvdf = 500 V/jtS 

200V 

BStP6113f 

BStP6113g 

BStP6113fS9 

BSTP6113gS9 

300V 

BStP6120f 

BStP6120g 

BStP6120fS9 

BStP6120gS9 

400V 

BStP6126f 

BStP6126g 

BStP6126fS9 

BStP6126gS9 

500V 

BStP6133f 

BStP6133g 

BStP6133fS9 

BStP6133gS9 

600V 

BSTP6140f 

BStP6140g 

BStP6140fS9 

BStP6140gS9 



') Available only with component fitted 

2) For complete designation see chapter on heat sinks. 
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Silicon Controlled Rectifiers/lnverter 


Series BSt P 61 


Blocking characteristics 

Maximum off-state or 

reverse current 

/d,/r 

approx. 20 mA 
(approx. 25 mA)*' 
40(60)mA*) 

Secondary conditions 
= 140°C,for 0.67 1 /drm,0.67 Vrrm 

1 

= 140°C,for Vdrm, Vrrm 

Forward blocking characteristics 
Maximum rms on-state current 

7trms(i) 

1,730 A 




Surge current 

/tsm(i) 

< < 
o o 
o in 
o 

CD 

II II 

ro 
O CJl 

o o 

o o 

1 half sine wave 
l50Hz, 1 /r = 0V‘ 

value 

;/^df 

1,300,000 A^s 

1,000,000 A^s 

^j= 25°C1 
= 140°C J 
,9j= 25°C1 
= 140°C . 

[ t= 10 ms, l/p 

1 f = 2to5ms 
( Vr = 0V 

i = 0V 

Threshold voltage 

Slope resistance 

V(TO) 

rj 

1.03 V 

0.198mQ 

j equivalent straight line for i9j = 140°C 

Dynamic values, switching applications 

Latching current /l 

- 

^j= 140°C 
= 25° C 

= -40°C 

; 1 Vd = 18V, 

[/g= 1 A,d/G/df= 1 A/ps, 

) fgt = 15 ps 

Delaytime 

^gd 


/g = 1 A 1 d/c/d f = 1 A/ps, r9j = 25° C 
/g = 3 A / Vb = 0.5 \/drm, L/R = 2 fgd 
/tm = 110 A 

Critical periodical rate 
of rise of on-state current with addi¬ 
tional load from an RCsnubber 

(d/7df)cr 

200A/^s 

= 140°C, f= 50 Hz, Vd = 0.67 Vdrm 

Long pulse with linearcurrentriseto 
/tm = 3300 A 

Additionally permissible peak current of a 
discharging RC snubber,/ tm{rc) = 100A 
Drive required 

Ig ^ 1 A,d/b/df ^ 1 A/ps 

Periodical current(peakvalue) of a 
discharging RC snubber 

/tM(RC) 

100A 

BOA 

d/7df = (d/7df)cr 

Drive required 

Ig ^ 1 A,d/G/df ^ 1 A/ps 
10 A/ps 

Drive required 

Ig « /gt 

5j<140°C 
f= 50 Hz 

Vd = 

0.67 Vdrm 

Critical rate of rise of off-state 
voltage (Type BSt P61 ...) 
(TypeBStP61 ...S9) 

(dv/df)cr 

200V/PS 

1,000V/ps 

lOOV/ps 

BOOV/ps 

2,000 V/ps 

0.67 Vdrm 
0.33 Vdrm 

1 -0 Vdrm 
0.67 Vdrm 
0.33 Vdrm 

.9j = 140°C 

Linear 
voltage rise, 
control circuit 
open 


Circuitcommutatedturn-off time 

(Type BSt P 61 ..f) l^ps 

(TypeBStP61 ..g) ^^ps 


= 140°C,-d/7df=-10A/^ts 
l^R == 0.67 1/rrm, Vd = 0.67 I/drm 
6v/6t= SOV/^is, /tm = 1100A 
Chip currentfully risen before commuta¬ 
tion 
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Silicon Controlled Rectifiers/Inverter 


Series BSt P 61 


Gate circuit ratings 

Minimum gate trigger current 

/gt 

150mA 

250 mA 

140°C ) 

= 25°C [i/D^6V 

= -40°C ) 

Minimum gatetriggervoltage 

WjT 

1.8V 

140°C 1 



2.5V 

= 25°C [vb>6V 



- 

= -40°C 1 

Maximum gate non-trigger current 

Igd 

20 mA 

,9j- 140°C, Vd = 6V 



10mA 

= 140°C, Vd^O.S Vdrm 

Maximum gate non-trigger voltage 

Vgd 

0.2V 

^j=140°C, Vd^0.5Vdrm 

Maximum admissible gate current 

/gm 

10A 

peakvalue 


/grms 

3A 

rms value 

Maximum admissiblegate power 

Pga\/{\) 

20 W 

maximum value 

losses 




Maximum negative gate voltage 

WsRM 

10V 

peakvalue 

Thermal ratings 



Secondary conditions 

Maximum continuously admissible 




junction temperature 

’^1(1) 

140°C 


Operating temperature range 


-40to-M40° 

C 

Storagetemperature range 


-40 to -f 150° 

C 

Thermal resistance for constant current ^thjc 

0.03 K/W 

double-sided cooling 

(excluding heattransfer) 


0.0565 K/W 

cooling on anode side 



0.064 K/W 

cooling on cathode side 

Thermal resistance 

^thCK 

0.006 K/W 

double-sided cooling \ see assembly 

caseto heatsink 


0.012 K/W 

one-sided cooling / instructions 

Mechanical ratings 




Contact pressure 

F 

10 000N !?§% 

setpointvalue 

Leakage path 

- 

8.5 mm 

anode-grid 

Air path 

- 

8.5 mm 

anode-grid 

Weight 

- 

130g 


Vibration resistance 

- 

50m/s2 

at 50 Hz, without heatsink 

Humidity category 

- 

C 

according to DIN 40 040 


•) on request 
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Silicon Controlled Rectifiers/Inverter 


Series BSt P SI 


Characteristics 

Forward characteristics (scatter bands) 
Parameter: junction temperature ,9j 


Input characteristics (scatter band) 
with trigger ranges and 
power dissipation hyperboiae 




Transient thermal resistance for contrast current 


Difference between transient pulse thermal 
resistances and transient thermal resistance for 
constant cun’ent, pulse currents 40 to 60 Hz 



Thermal resistance Ar 

Parameters; frequency f, current waveform 
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“Analytical function” for dc: 


/- 1 



Double-sided 

cooling 

Cooling 

onanodeside 

Cooling 

on cathode side 

/ 

r, [K/W] 

Tl[s] 

r, [K/W] 

r, [s] 

n [K/W] 

[s] 

1 

0.0111 

0.523 

0.0376 

2.3 

0.0451 

1.87 

2 

0.0123 

0.0722 

0.0123 

0.0722 

0.0123 

0.0722 

3 

0.0024 

0.0127 

0.0024 

0.0127 

0.0024 

0.0127 

4 

0.0026 

0.0034 

0.0026 

0.0034 

0.0026 

0.0034 

5 

0.0016 

0.00064 

0.0016 

0.00064 

0.0016 

0.00064 


Formulae for determining the total thermal resistance 
^thJA = /?thJC + ^thCA + 

-^(th)JA = -^(thlJC + -^(th)CA 

‘^(th)p(JA) = [^(th)p-Z(th)Jc] + 

^thCAand Z(th)CA see section "Heatsinks" 














































PowerMod Encapsulated Assemblies 

18 A Avg; VpRM and Vrrm Up To 1600 Volts 


Series MTT18L 


■ Maximum continuous current 2X18 
amperes average = 87°C 

■ Primarily used in iine commutated 
converters 

■ Eiectrically isolated baseplate (2500 Vr^4s) 
B Rees optimized by fastening directly to 

metal baseplate 

B Glass passivation for high reliability 



1 

L 

1 


Dim. 

Inches 


Millimeter 

Minimum 

Maximum Minimum 

Maximum Notes 

B 

0.24 

0.26 

6.10 

6.60 

C 

0.11 

0.12 

2.80 

3.05 

D 

0.21 

0.22 

5.33 

5.59 

E 

0.78 

0.80 

19.81 

20.32 

F 

0.58 

0.60 

14.75 

15.25 

H 

0.38 

0.40 

9.65 

10.16 

J 

3.14 

3.16 

79.75 

80.25 

L 

1.17 

1.19 

29.40 

30.60 

M 

0.78 

0.80 

19.81 

20.32 

N 

.... 

3.65 

.... 

92.70 

P 

.... 

.... 

.... 

1 


Notes: (1) Fasten Tab (.110 x .032) 



A, K, AK, 

Fully-controlled version 
Catalog Number_ ^drm^^rrm 


MTT18L06N 

MTT18L12N 

MTT18L16N 


600V 

1200V 

1600V 





PowerMod Encapsulated Assemblies 


MTTISL 


Electrical Characteristics 0) 

Forward Conducting 

Max. RMS on-state current per SCR 

^T(RMS) 

30 Amps 


Max. average on-state cur. per SCR 

^T(AV) 

18 Amps 

Tc = 87°C, half sine 

Max. peak on-state voltage 


1.9 Volts 

= 45 Amps 

Max. holding current 

'h 

200 mA 

Vd = 6 Volts 

Max peak one cycle 60 Hz surge 

IjSM 

250 Amps 

Tj = 125°C 

Max. R capability for fusing 


260A2Sec 

Tj = 125®C,t = 8.3 ms 

Switching 

Critical rate of rise of on-state current 

di/dt 

100A//iSec. 

Tj = 125 oC,Vp = 0.67 

Typical circuit commutated 


75 (isec. 

Tj = 125°C,dl/dt = 10A/^s 

turn-off time 

Maximum repetitive RC snubber 
discharge current 

hlA (RC) 

40 Amps 

Vq = 0.67 VQpf^, = 18 Amps 

rj = 125°C, di/dt = 100 A//iS, 

Vd = 0.67Vdrm 

Thermal values 

Maximum DC thermal resistance, 
junction to case per SCR 

Typical thermal resistance, case to 

Rgjc 

1.0°C/W 


sink per SCR 

Rgcs 

0.1 °C/W 


Operating junction temp, range 

h 

-40°Cto -M25°C 

Storage temperature range 

^StQ 

-40°Cto +150°C 

Blocking 

Max. forward leakage current 

^DRM 

10 mA 

Tj = 12500 300 

Max. reverse leakage current 

^RRM 

10 mA 

Tj = 12500 and 

Critical rate of rise of 

dv/dt 

200V/ptsec. 

T, = 12500, Vp= VpBM 

off-state voltage 

Isolation voltage between connections 
and baseplate(2) 

''ISO 

2500 Vr„s 


Triggering 

Max. gate voltage to trigger 

Vqt 

1.5V 

VD = 2Volts 

Max nontriggering gate voltage 

'^GD 

0.25V 

7^ = 12500, \7p = 0.5, 

Max. nontriggering gate current 

^GD 

2 mA 

rj = 125oO,Vp = 0.5Vpf,„ 

Max. gate current to trigger 

^GT 

100 mA 

VD = 2Volts 

Max. average gate power 

^GM 

low 


Max. peak gate current 

^GM 

3.5A 


Max. peak reverse gate voltage 

'^GM 

10V 


Mechanical Characteristics 




Terminal torque 35 to 50 in. 

-lb. 


Weight Approximately 4.4 ounces (125 grams) 


(1) Tq = 25°C unless otherwise indicated 

(2) Warning: The case must not be destroyed since this may reiease harmful beryllium oxide dust. 
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PowerMod Encapsulated Assemblies 


MTnSL 


Figure 1 

Maximum power dissipation for 1 SCR 
of the moduie 



Figure 3 

Maximum baseplate temperature as a function of 
on-state current for 1 SCR of the module 



Figure 5 

Maximum transient thermal impedance for 1 SCR 
of the module for constant current and 
pulse current 



Figure 2 

Maximum power dissipation for 1 SCR 
of the module 



Figure 4 

Maximum power dissipation for 1 SCR of the 
module - overcurrent range 



Figure 6 

Increase in thermal resistance versus conduction 
angle for 1 SCR (Total Rejc = DC Rejc + Ar) 



Pulse Duration—Seconds 


Conduction Angle—Electrical Degrees 















PowerMod Encapsulated Assemblies 


MTT18L 


Figure 7 

Gate characteristics 


Figure 8 

SCR on-state characteristics 


ii^i 


mwAmmiOMmmwBEm 
nOBHBIBHHI- 


Instantaneous Gate Voltage—Volts 


Instantaneous On-State Voltage—Volts 


Figure 9 

Single-phase bridge circuit—on-state loss 
characteristics 

Nomogram for determining maximum on-state 
currents for different cooling conditions 
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Ambient Temperature—°C 


Bridge Output Current—Amperes Average 


Ambient Temperature—°C 


Figure 10 

Three-phase bridge circuit—on-state loss 
characteristics 

Nomogram for determining maximum on-state 
currents for different cooiing conditions 


PI20B 
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Ambient Temperatu 


Bridge Output Current—Amperes Average 


Ambient Temperature 


Total Power Dissipation—Watts Total Power Dissipatioi 












































PowerMod Encapsulated Assemblies 


MTT18L 


Figure 11 

AC switch—on-state ioss characteristics 
Nomogram for determining maximum on-state 
currents for different cooilng conditions 



Figure 12 

Three-phase controiier—on-state ioss characteristics 
Nomogram for determining maximum on-state 
currents for different cooiing conditions 
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Total Power Dissipation—Watts 
























PowerMod Encapsulated Assemblies 

25 A Avg; Vqrm and y/pmn, Up To 1600 Volts 


Series MTT25L 


■ Maximum continuous current 2X25 
amperes average = 87°C 

■ Primariiy used in iine commutated 
converters 

■ Eiectrically isoiated baseplate (2500\/p,^s) 
B R0CS optimized by fastening directly to 

metal baseplate 

□ Glass passivation for high reliability 


Dim. 

inches 


Miiiimeter 

Minimum 

Maximum Minimum 

Maximum Notes 

B 

0.24 

0.26 

6.10 

6.60 

C 

0.11 

0.12 

2.80 

3.05 

D 

0.21 

0.22 

5.33 

5.59 

E 

0.78 

0.80 

19.81 

20.32 

F 

0.58 

0.60 

14.75 

15.25 

H 

0.38 

0.40 

9.65 

10.16 

J 

3.14 

3.16 

79.75 

80.25 

L 

1.17 

1.19 

29.40 

30.60 

M 

0.78 

0.80 

19.81 

20.32 

N 

.... 

3.65 

.... 

92.70 

P 

.... 

.... 

.... 

1 




Notes: (1) Fasten Tab (.110 x .032) 


A- K, AK, 

ioa I 

Fully-controlled version 

Catalog Number '^drm^'^rrm 

MTT25L06N 
MTT25L12N 
MTT25L16N 


600V 

1200V 

1600V 
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PowerMod Encapsulated Assemblies 


MTT25L 


Electrical Characteristics^) 

Forward Conducting 




Max. RMS on-state current per SCR 

^T(RMS) 

40 Amps 


Max. average on-state cur. per SCR 

Vv) 

25 Amps 

= 87°C, half sine 

Max. peak on-state voltage 

''tm 

1.8 Volts 

= 60 Amps 

Max. holding current 

'h 

200 mA 

VD = 6Volts 

Max peak one cycle 60 Hz surge 

^TSM 

440 Amps 

rj = 1250c 

Max. IH capability for fusing 

in 

aOOA^Sec 

Tj = 1250 c, t = 8.3 ms 

Switching 




Critical rate of rise of on-state current di/dt 

lOOA/^tsec. 

Tj = 125 °C.Vd = 0.67 Vdpm 

Typical circuit commutated 


75 ^sec. 

rj = 1250c, di/dt = 10 A//ZS 

turn-off time 




Maximum repetitive RC snubber 




discharge current 

^TM (RC) 

40 Amps 

Vq = 0.67 = Amps 




rj = 1250c, di/dt = 100 A//iS, 




\/d = 0.67 Vdrm 

Thermal values 




Maximum DC thermal resistance, 




junction to case per SCR 

R0JC 

0.8°C/W 


Typical thermal resistance, case to 




sink per SCR 

R0CS 

0.1 °C/W 


Operating junction temp, range 

h 

-40°Cto +125°C 

Storage temperature range 

^sta 

-40°Cto -»-150°C 

Blocking 




Max. forward leakage current 

^DRM 

10 mA 

7j = 1250 c and Vdrm 

Max. reverse leakage current 

^RRM 

10 mA 

rj = 125°CandVRRM 

Critical rate of rise of 

dv/dt 

200V/jttsec. 

Tj = 12500, Vd= Vdrm 

off-state voltage 




Isolation voltage between connections 



and baseplate(^) 

''ISO 

2500 


Triggering 




Max. gate voltage to trigger 

Vgt 

1.5V 

VD = 2Volts 

Max nontriggering gate voltage 

'^GD 

0.25V 

rj = 125»C,l^c = 0.5,VDRM 

Max. nontriggering gate current 

Iqd 

2 mA 

Tj = 1250 c, Vd = 0.5 Vdrm 

Max. gate current to trigger 

^GT 

100 mA 

VD = 2Volts 

Max. average gate power 

^GM 

low 


Max. peak gate current 

^GM 

5A 


Max. peak reverse gate voltage 

'^GM 

10V 


Mechanical Characteristics 




Terminal torque 

35 to 50 in.- 

■ib. 


Weight 

Approximately 4.4 ounces (125 grams) 


(1) Tq = 25°C unless'Otherwise indicated 

(2) Warning: The case must not be destroyed since this may reiease harmfui beryllium oxide dust. 
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PowerMod Encapsulated Assemblies 


MTT25L 



















Bridge Output Current—Amperes Averag 


Total Power Dissipation—Watts Total Power Dissipation—Watts 













































PowerMod Encapsulated Assemblies 

40 A Avg; Vdrm and Vrrm Up To 1600 Volts 


Series MTT40A,L 
MTD40A,L 
MDT40A,L 


■ UL recognized 

■ Maximum continuous current 2X40 
amperes average = 85 °C 

■ Primariiy used in iine commutated 
converters 

B Compression bonded structure for high 
reiiabiiity in cyclic applications 

B Electrically Isolated baseplate (2500 Vr^^s) 

B Rees optimized by fastening directly to 
metal baseplate 


Dim. Inches 


Millimeter 




Minimum 

Maximum Minimum 

Maximum 

Notes 

B 

0.24 

0.26 

6.10 

6.60 


C 

0.11 

0.12 

2.80 

3.05 


D 

0.21 

0.22 

5.33 

5.59 


E 

0.78 

0.80 

19.81 

20.32 


F 

0.58 

0.60 

14.75 

15.25 


H 

0.38 

0.40 

9.65 

10.16 


J 

3.14 

3.16 

79.75 

80.25 


L 

1.17 

1.19 

29.40 

30.60 


M 

0.78 

0.80 

19.81 

20.32 


N 

.... 

3.65 

.... 

92.70 


P 

.... 

.... 

.... 

.... 

(1) 



K, AK, A, K, AK. A. K. AK, 

ioa t 1 jr 1 


Fully-controlled version 


Half-controlled version 1 


Half-controlled version 2 


Catalog Number (2) 


Catalog Number (2) 


Catalog Number (2) 


'^DRM^'^RRM 


MTT40A06N 

MTD40A06N 

MDT40A06N 

600V 

MTT40A12N 

MTD40A12N 

MDT40A12N 

1200V 

MTT40A16N 

MTD40A16N 

MDT40A16N 

1600V 

Notes: (1) 1 

Faston Tab (.110 x .032 Inches) 




(2) For the soldered version, used in non-cycileal applications, replace the “A”, in the catalog 
number, with “L”. 
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PowerMod Encapsulated Assemblies SeriesMTT40A,L 

MTD40A,L 

MDT40A,L 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current per SCR 
or rectifier 

^T(RMS) 

75 Amps 


Max. average on-state cur. per SCR 
or rectifier 

^T(AV) 

40 Amps 

Tc = 85°C, half sine 

Max. peak on-state voltage 

'^TM 

1.75 Volts 

= 120 Amps 

Max. holding current 

'h 

250 mA 

VD = 6Volts 

Max peak one cycle 60 Hz surge 

^TSM 

700 Amps 

Tj = 125°C 

Max. capability for fusing 

IH 

2000 A2Sec 

Tj = 125°C,t = 8.3ms 

Switching 

Critical rate of rise of on-state current 

di/dt 

lOOAVsec. 

7j = 1250 c, Vo = 0.67 VopM 

Typical delay time 


3 ixsec. 

/g = 1 Amp 

Typical circuit commutated 


150/xsec. 

rj = 125°C, di/dt = 10 A/^s 

turn-off time 

Maximum repetitive RC snubber 
discharge current 

^TM (RC) 

80 Amps 

Vq = 0.67 = 18 Amps 

Tj = 125°C, di/dt = 100 A//iS, 

Vd = 0.67Vdrm 

Thermal values 

Maximum DC thermal resistance, 
junction to case per SCR or rectifier 
Typical thermal resistance, case to 

Rejc 

0.60 °C/W 


sink per SCR or rectifier 

R0CS 

0.08 °C/W 


Operating junction temp, range 

h 

-40°Cto +^25°C 

Storage temperature range 

^StQ 

-40°Cto -h150°C 

Blocking 

Max. forward leakage current 

^DRM 

15 mA 

Tj = 125°Cand Vdrm 

Max. reverse leakage current 

^RRM 

15 mA 

7j = 1250 c andVppM 

Critical rate of rise of 

dv/dt 

200V//isec. 

7j = 1250 c, Vd= VpRM 

off-state voltage 

Isolation voltage between connections 
and baseplate<2) 

''ISO 

2500 VpMs 


Triggering 

Max. gate voltage to trigger 


1.5V 

VD = 2Volts 

Max nontriggering gate voltage 


0.25V 

7j = 125oC,Vd = 0.5,Vdrm 

Max. nontriggering gate current 

^GD 

6 mA 

7j = 1250^1^1, = 0.5 V-oRM 

Max. gate current to trigger 

^GT 

200 mA 

VD = 2Volts 

Max. average gate power 

^GM 

20 W 


Max. peak gate current 

^GM 

10A 


Max. peak reverse gate voltage 

'^GM 

10V 


Mechanical Characteristics 




Terminal torque 35to50 In.- 

■lb. 


Weight Approximately 4.4 ounces (125 grams) 


(1) Tq = 25°C unless otherwise indicated 

(2) Warning: The case must not be destroyed since this may release harmful beryllium oxide dust. 
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PowerMod Encapsulated Assemblies 


Series MTT40A,L 
MTD40A,L 
MDT40A,L 


Figure 1 

Maximum power dissipation for 1 SCR or rectifier 



0 5 10 15 20 25 30 35 40 45 50 

Average On-State Current—Amperes 


Figure 2 

Maximum power dissipation for 1 SCR or rectifier 



0 5 10 15 20 25 30 35 40 45 50 

Average On-State Current—Amperes 


Figure 3 

Maximum basepiate temperature as a function of 
on-state current for 1 SCR or rectifier 
of the moduie 



0 10 20 30 40 50 60 70 80 

Average On-State Current—Amperes 


Figure 4 

Maximum power dissipation for 1 SCR or rectifier 
of the moduie - overcurrent range 



Average On-State Current—Amperes 


Figure 5 

Maximum transient thermai impedance for 1 SCR 
or rectifier of the moduie for constant current and 
pulse current 



10-5 1C-5 10-' 10° 10' 105 


Figure 6 

Increase in thennal resistance versus conduction 
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Pulse Duration—Seconds 


Conduction Angle—Electrical Degi 























PowerMod Encapsulated Assemblies 


Series MTT40A,L 
MTD40A,L 
MDT40A,L 


Figure 7 



0 2 4 6 8 


Instantaneous Gate Voltage—Volts 


Figure 8 

Singie-phase bridge circuit—on-state ioss characteristics 
Nomogram for determining maximum on-state 
cunents for different cooiing conditions 



80 60 40 20 0 0 10 20 30 40 50 60 70 80 90 100 80 60 40 20 0 

Ambient Temperature—°C Bridge Output Current—Amperes Average Ambient Temperature—°C 


Figure 9 

Three-phase bridge circuit—on-state loss characteristics 
Nomogram for determining maximum on-state 
cunents for different cooling conditions 



Ambient Temperature—°C 


Bridge Output Current—Amperes Average 
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Total Power Dissipation—Watts Total Power Dissipation—Watts 




























PowerMod Encapsulated Assemblies 


Series MTT40A,L 
MTD40A,L 
MDT40A,L 


Figure 10 

AC switch—on-state loss characteristics 
Nomogram for determining maximum on-state 
cunants for different cooling conditions 



Ambient Temperature—°C Switch Output Current—Amperes RMS 


Figure 11 

Three-phase controller—on-state loss characteristics 
Nomogram for determining maximum on-state 
currents for different cooling conditions 
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Total Power Dissipation—Watts 
















PowerMod Encapsulated Assemblies 

50A Avg; and Up To 1600 Volts 


Series MTT50A,L 
MTD50A,L 
MDT50A,L 


■ UL recognized 

■ Maximum continuous current 2x50 
amperes average = 80°C 

■ Primarily used in line commutated 
converters 

■ Compression bonded structure for high 
reliability in cyclic applications. 

■ Electrically isolated baseplate (2500 Vr,^s) 

■ Rees optimized by fastening directly to 
metal baseplate 


Dim. 

Inches 


Millimeter 


Minimum 

Maximum Minimum 

Maximum 

Notes 

B 

0.24 

0.26 

6.10 

6.60 


C 

0.27 

0.28 

6.86 

7.11 


D 

0.21 

0.22 

5.33 

5.59 


E 

0.78 

0.80 

19.81 

20.32 


F 

0.58 

0.60 

14.75 

15.25 


H 

0.38 

0.40 

9.65 

10.16 


J 

3.14 

3.16 

79.75 

80.25 


L 

1.17 

1.27 

29.40 

32.60 


M 

0.78 

0.80 

19.81 

20.32 


N 

.... 

3.65 

.... 

92.70 


P 

.... 

.... 

.... 

.... 

(1) 



A, K, AK, 

1 

> 

_ ^ 

A K AK. 

^G2 i 1 


Fully-controlled version 

Half-controlled version 1 

Half-controlled version 2 

Catalog Number (2) 

Catalog Number (2) 

Catalog Number (2) 

'^DRM^'^RRM 

MTT50A06N 

MTD50A06N 

MDT50A06N 

600V 

MTT50A12N 

MTD50A12N 

MDT50A12N 

1200V 

MTT50A16N 

MTD50A16N 

MDT50A16N 

1600V 


Notes: (1) Fasten Tab (.110 x.032 inches) 

(2) For the soldered version, used in non-cycileal applications, replace the “A”, in the catalog 
number, with “L”. 
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PowerMod Encapsulated Assemblies MTT50A,L 

MTD50A,L 

MDTSOA.L 


Electrical Characteristics <i) 

Forward Conducting 

Max. RMS on-state current per SCR 
or rectifier 

^T(RMS) 

105 Amps 


Max. average on-state cur. per SCR 
or rectifier 

^T(AV) 

50 Amps 

Tc = 78°C, half sine 

Max. peak on-state voltage 

''tm 

1.75 Volts 

/ti^ = 165 Amps 

Max. holding current 

Ih 

250 mA 

VD = 6Volts 

Max peak one cycle 60 Hz surge 

hsM 

1100 Amps 

rj = 125°C 

Max. IH capability for fusing 

in 

5000A2Sec 

Tj = 125°C, t = 8.3 ms 

Switching 

Critical rate of rise of on-state current 

di/dt 

100A//iSec. 

rj = 125<>C,V'D = 0.67VoRM 

Typical delay time 

^d 

3 /isec. 

/q = 1 Amp 

Typical circuit commutated 

'q 

150 ^isec. 

rj = 125°C, di/dt = 10 A//XS 

turn-off time 

Maximum repetitive RC snubber 
discharge current 

^TM (RC) 

80 Amps 

Vq = 0.67 /j^ = 18 Amps 

Tj = 125°C, di/dt = 100 A/^s, 

Vd = 0.67Vdrm 

Thermal values 

Maximum DC thermal resistance, 
junction to case per SCR or rectifier 
Typical thermal resistance, case to 

R0JC 

0.60 °C/W 


sink per SCR or rectifier 

Rgcs 

0.08 °C/W 


Operating junction temp, range 

h 

-40oCto +125°C 

Storage temperature range 

^stg 

-40°Cto +150°C 

Blocking 

Max. forward leakage current 

^DRM 

15 mA 

Tj = 125°Cand Vdrm 

Max. reverse leakage current 

^RRM 

15 mA 

Tj = 125°CandVRR^^ 

Critical rate of rise of 

dv/dt 

200 V//zsec. 

Tj = 1250C. 1/0= Vdrm 

off-state voltage 

Isolation voltage between connections 
and baseplate<2) 

''ISO 

2600 Vrms 


Triggering 

Max. gate voltage to trigger 

'^GT 

1.5 V 

VD = 2Volts 

Max nontriggering gate voltage 

I'go 

0.25V 

7^ = 125=0, Vd = 0.5, Vdrm 

Max. nontriggering gate current 

^GD 

6 mA 

rj = 125°C,Vo = 0.5\/oR^, 

Max. gate current to trigger 

^GT 

200 mA 

VD = 2Volts 

Max. average gate power 

^GM 

20 W 


Max. peak gate current 

^GM 

10A 


Max. peak reverse gate voltage 

'^GM 

10V 


Mechanical Characteristics 




Terminal torque 35to50 in.- 

lb. 


Weight Approximately 4.7 ounces (200 grams) 


(1) Tq = 25°C unless otherwise indicated 

(2) Warning: The case must not be destroyed since this may release harmful beryllium oxide dust. 
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PowerMod Encapsulated Assemblies 


lvnT50A,L 

MTD50A,L 

MDT50A,L 


Figure 1 

Maximum power dissipation for 1 SCR 
of the module 



Figure 2 

Maximum power dissipation for 1 SCR 



Average On-State Current—Amperes 


Figure 3 

Maximum baseplate temperature as a function of 
on-state current for 1 SCR of the module 



Average On-State Current - Amperes 


Figure 4 

Maximum power dissipation for 1 SCR of the 
module - overcun-ent range 



Figure 5 

Maximum transient thermal impedance for 1 SCR 
of the module for constant current and 
pulse current 

] ITII I III! I III! I lUJ I Mil 


Figure 6 

Increase in thermal resistance versus conduction 
angle for 1 SCR (Total Rejc = DC Rgjc + Ar) 

04 
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PowerMod Encapsulated Assemblies 


MTT50A,L 

MTD50A,L 

MDT50A,L 


Figure 10 

AC switch—on-state loss characteristics 
Nomogram for determining maximum on-state 
currents for different cooiing conditions 



Figure 11 

Three-phase controiier—on-state ioss characteristics 
Nomogram for determining maximum on-state 
currents for different cooling conditions 
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Total Power Dissipation—Watts 

























PowerMod Encapsulated Assemblies 

65A Avg; Vdrm and Up To 1600 Volts 


Series MTT65A 
MTD65A 
MDT65A 


■ UL recognized 

■ Maximum continuous current 50 amperes 
average T^ = 80°C 

m Primarily used in line commutated 
converters 

■ Compression bonded structure for high 
reliability in cyclic applications. 

■ Electrically isolated baseplate (2500 \/r^4s) 

■ R0CS optimized by fastening directly to 
metal baseplate 


Dim. 

Inches 


Millimeter 


Minimum 

Maximum Minimum 

Maximum 

Notes 

B 

0.24 

0.26 

6.10 

6.60 


C 

0.27 

0.28 

6.86 

7.11 


D 

0.21 

0.22 

5.33 

5.59 


E 

0.78 

0.80 

19.81 

20.32 


F 

0.58 

0.60 

14.75 

15.25 


H 

0.38 

0.40 

9.65 

10.16 


J 

3.14 

3.16 

79.75 

80.25 


L 

1.17 

1.27 

29.40 

32.60 


M 

0.78 

0.80 

19.81 

20.32 


N 

.... 

3.65 

.... 

92.70 


P 

.... 

.... 

.... 

.... 

(1) 



A, K, AK, 

ioa I 

< 

5 

A K. AK. 

^G2 i I 


Fully-controlled version 

Half-controlled version 1 

Half-controlled version 2 

Catalog Number 

Catalog Number 

Catalog Number 

'^DRM^'^RRM 

MTT65A06N 

MTD65A06N 

MDT65A06N 

600V 

MTT65A12N 

MTD65A12N 

MDT65A12N 

1200V 

MTT65A16N 

MTD65A16N 

MDT65A16N 

1600V 


Notes: (1) Fasten Tab (.110 x .032 inches) 
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PowerMod Encapsulated Assemblies 


MTT65A 

MTD65A 

MDT65A 


Electrical Characteristics (1) 

Forward Conducting 

Max. RMS on-state current per SCR 
or rectifier 

^T(RMS) 

120 Amps 


Max. average on-state cur. per SCR 
or rectifier 

^T(AV) 

65 Amps 

Tp = 80°C, half sine 

Max. peak on-state voltage 

'^TM 

1.45 Volts 

/t,^ = 150 Amps 

Max. holding current 


250 mA 

VD = 6Volts 

Max peak one cycle 60 Hz surge 

hsM 

1500 Amps 

rj = 125°C 

Max. IH capability for fusing 

IH 

OSOOA^Sec 

Tj = 125°C,t = 8.3 ms 

Switching 

Critical rate of rise of on-state current 

di/dt 

100A//iSec. 

rj = 125°C, Vd = 0.67 Vdrm 

Typical delay time 


3 /isec. 

Iq = 1 Amp 

Typical circuit commutated 


150 /Asec. 

rj = 125°C, di/dt = 10 A//aS 

turn-off time 

Maximum repetitive RC snubber 
discharge current 

^TM (RC) 

100 Amps 

Vq = 0.67 Vqpi^, Ijf^ = 18 Amps 
rj = 125°C, di/dt = 100 A//xS, 

Vd = 0.67Vdpm 


Thermal values 

Maximum DC thermal resistance, 
junction to case per SCR or rectifier 
Typical thermal resistance, case to 
sink per SCR or rectifier 

Operating junction temp, range 
Storage temperature range 

RejC 

Rees 

7-j 

^sta 

0.50 °C/W 

0.08 °C/W 

-40°Cto +125°C 

-40°Cto -f-150°C 

Blocking 

Max. forward leakage current 

^DRM 

15 mA 

Tj = 125°Cand Vdrm 

Max. reverse leakage current 

^RRM 

15 mA 

rj = 12500 and Vrbm 

Critical rate of rise of 

dv/dt 

200V//iSec. 

Tj = 12500, Vo 

off-state voltage 

Isolation voltage between connections 
and baseplate(2) v,gQ 

2500 1/pMs 


Triggering 

Max. gate voltage to trigger 

'^GT 

1.5V 

VD = 2Volts 

Max nontriggering gate voltage 


0.25V 

7j = 12500, Vd = 0.5,Vorm 

Max. nontriggering gate current 

^GD 

6 mA 

rj = 12500, Vo = 0.5 VoRM 

Max. gate current to trigger 


200 mA 

VD = 2Volts 

Max. average gate power 

^GM 

20 W 


Max. peak gate current 

^GM 

10A 


Max. peak reverse gate voltage 

'^GM 

10V 


Mechanical Characteristics 
Terminal torque 

35 to 50 in. - 

lb. 


Weight 

Approximately 4.7 ounces (200 grams) 


(1) Tq = 25°C unless otherwise indicated 

(2) Warning: The case must not be destroyed since this may reiease harmfui beryllium oxide dust. 
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PowerMod Encapsulated Assemblies 


MTT65A 

MTD65A 

MDT65A 





























PowerMod Encapsulated Assemblies 


MTT65A 

MTD65A 

MDT65A 


Figure 7 

Gate characteristics 


IriHnnn 


Instantaneous Gate Voltage—Volts 

Figure 8 

Single-phase bridge circuit—on-state loss characteristics 
Nomogram for determining maximum on-state 
currents for different cooling conditions 


wmKmmWXXX^ 
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Figure 9 

Three-phase bridge circuit—on-state loss characteristics 
Nomogram for determining maximum on-state 
currents for different cooling conditions 
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PowerMod Encapsulated Assemblies 


MTT65A 

MTD65A 

MDT65A 


Figure 10 

AC switch—on-state ioss characteristics 
Nomogram for determining maximum on-state 
currents for different cooiing conditions 



Ambient Temperature—°C Controller Output Current—Amperes RMS 


Figure 11 

Three-phase controiier—on-state loss characteristics 
Nomogram for determining maximum on-state 
cun-ents for different cooling conditions 
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Total Power Dissipation—Watts 
























PowerMod Encapsulated Assembles 

95 A Avg; Vdrm and Up To 1600 Volts 


Series MTT95A 
MTD95A 
MDT95A 


■ UL recognized 

■ Maximum continuous current 2X95 
amperes average = 86°C 

■ Primarily used in iine commutated 
converters 

■ Electricaliy isolated baseplate (2500 Vr^s) 

■ Rees optimized by fastening directiy to 
metal baseplate 

■ Compression bonded structure for high 
reliability in cyclic applications 


Dim. Inches 


Millimeter 



Minimum 

Maximum Minimum 

Maximum 

Notes 

B 

0.24 

0.26 

6.10 

6.60 


C 

0.11 

0.12 

2.80 

3.05 


D 

0.21 

0.22 

5.33 

5.59 


E 

0.78 

0.80 

19.81 

20.32 


F 

0.58 

0.60 

14.75 

15.25 


H 

0.38 

0.40 

9.65 

10.16 


J 

3.14 

3.16 

79.75 

80.25 


L 

1.17 

1.19 

29.40 

30.60 


M 

0.78 

0.80 

19.81 

20.32 


N 

.... 

3.65 

.... 

92.70 


P 

.... 

.... 

.... 

.... 

Note 1 



ri 

5 

CVJ 

0 

A, K, AK- 

^ I 

< 

CVJ 

0 


Fully-controlled version | 

Hall-controlled version 1 

1 Half-controlled version 2 

Catalog Number 

Catalog Number 

Catalog Number 

^DRM^^RRM 

MTT95A06N 

MTD95A06N 

MDT95A06N 

600V 

MTT95A12N 

MTD95A12N 

MDT95A12N 

1200V 

MTT95A16N 

MTD95A16N 

MDT95A16N 

1600V 


Notes: (1) Fasten Tab (.110 x.032 Inches) 
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PowerMod Encapsulated Assemblies Series MTTSSA 

MTD95A 

MDT95A 


Electrical Characteristics 

Forward Conducting 

Max. RMS on-state current per SCR 
or rectifier 

^T(RMS) 

150 Amps 


Max. average on-state cur. per SCR 
or rectifier 

^T{AV) 

95 Amps 

Tc = 86°C, half sine 

Max. peak on-state voltage 


1.34 Volts 

|J^J^ = 150 Amps 

Max. holding current 

'h 

250 mA 

VD = 6Volts 

Max peak one cycle 60 Hz surge 

hsM 

1900 Amps 

7j = 140°C 

Max. IH capability for fusing 

I^X 

15000A2Sec 

Tj = 140°C,t = 8.3 ms 

Switching 

Critical rate of rise of on-state current 

di/dt 

lOOAZ/iSec. 

Tj = 140°C,Vd = 0.67Vdrm 

Typical delay time 


2iisec. 

/g = 3A 

Typical circuit commutated 

'q 

150 fisec. 

rj = 140°C,di/dt = -10A//iS 

turn-off time 



''d0.67Vdrm,/tm = 95A 

Maximum repetitive RC snubber 
discharge current 

^TM (RC) 

100 Amps 

V[) = 0.67 Vqrp^, /ji^ = 18 Amps 

Tj = 125X, di/dt = 100 AVs, 

Vd = 0.67Vdrm 

Thermal values 

Maximum DC thermal resistance, 
junction to case per SCR or rectifier 
Typical thermal resistance, case to 

Rejc 

0.36°CAAZ 


sink per SCR or rectifier 

R0CS 

0.08 °C/W 


Operating junction temp, range 

h 

-40°Cto 4-140°C 

Storage temperature range 

^stg 

-40°Cto -f-150°C 

Blocking 

Max. forward leakage current 

^DRM 

20 mA 

Tj = 140°Cand V^r^, 

Max. reverse leakage current 

^RRM 

20 mA 

rj = 140<=Cand\/RR„ 

Critical rate of rise of 

dv/dt 

200V/^sec. 

rj = 140°C,VD=V'BRM 

off-state voltage 

Isolation voltage between connections 



and baseplate<^) 

''ISO 

2500 


Triggering 

Max. gate voltage to trigger 


1.5V 

VD = 2Volts 

Max nontriggering gate voltage 

'^GD 

0.25V 

Tj = 12500, Vo = 0-5. VcRM 

Max. nontriggering gate current 

Iqd 

6 mA 

rj = 125oC,Vo = 0.5VoRM 

Max. gate current to trigger 

^GT 

200 mA 

VD = 2Volts 

Max. average gate power 

^GM 

20 W 


Max. peak gate current 

^GM 

10A 


Max. peak reverse gate voltage 

'^GM 

10V 


Mechanical Characteristics 




Terminal torque 35 to 50 in.- 

■lb. 


Weight Approximately 7 ounces (200 grams) 


(1) rQ = 25°C unless otherwise indicated 

(2) Warning: The case must not be destroyed since this may release harmful beryllium oxide dust. 
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PowerMod Encapsulated Assemblies 


Series MTTSSA 
MTD95A 
MDT95A 


Figure 1 

Maximum power dissipation for 1 SCR 
of the module 



Figure 2 

Maximum power dissipation for 1 SCR 
of the moduie 



Figure 3 

Maximum basepiate temperature as a function of 
on-state current for 1 SCR of the module 

O 140 


2 130 

3 

2 120 
E 110 

t- 

2 100 
ra 

S’ 90 


m 


80 


E 

I 

I 60 



Average On-State Current - Amperes 


Figure 4 

Maximum power dissipation for 1 SCR of the 
module - overcurrent range 



Figure 5 

Maximum transient thermal impedance for 1 SCR 
of the module for constant current and 
pulse current 



Figure 6 

Increase in thermal resistance versus conduction 
angle for 1 SCR (Total Rejc = DC Rgjc + Ar) 
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PowerMod Encapsulated Assemblies 


Series MTT95A 
MTD95A 
MDT95A 










































PowerMod Encapsulated Assemblies 


Series MTT95A 
IVITD95A 
MDT95A 


Figure 10 

AC switch—on-state ioss characteristics 
Nomogram for determining maximum on-state 
currents for different cooiing conditions 



Figure 11 

Three-phase controlier—on-state ioss characteristics 
Nomogram for determining maximum on-state 
cun-ents for different cooiing conditions 


























PowerMod Encapsulated Assemblies 

160 A Avg; Vqrm and \/rrm Up To 1600 Volts 


Series F160T 


■ UL recognized 

■ Maximum continuous current 2X160 
amperes average = 86°C 

■ 1600 Volt and Vrr,^ 

■ Primarily used in line commutated 
converters 

■ Electrically Isolated baseplate (2500 Vrj^s) 

■ Rees optimized by fastening directly to 
metal baseplate 



Dim. 

, Inches 


Millimeter 

Minimum 

Maximum Minimum 

Maximum Notes 

B 

1.53 


39.5 


C 

3.68 

3.72 

93.4 

94.6 

D 

1.79 

1.83 

45.4 

46.6 

E 

3.14 

3.16 

79.8 

80.2 

F 

1.55 

1.63 

39.5 

41.5 

G 

0.31 


8.0 


H 

0.039 


1.0 


J 

0.39 


10.0 


L 

0.17 


18.0 


N 

0.29 


7.5 


P 

.047 


12.0 


R 

1.26 


32.0 


S 

0.197 


5.0 


T 

0.25 


6.3 


U 

0.43 


11.0 


V 

0.27 


7.0 


w 

0.59 


15.0 


X 

0.12 


3.0 


Y 

0.98 


25.0 





Catalog Number 

'^DRM^'^RRM 

Tj = 40°to +125°C 

Vrsm 

Tj = 125°C 

F160T060 

600 

700 

F160T080 

800 

900 

F160T120 

1200 

1300 

F160T130 

1300 

1400 

F160T160 

1600 

1700 
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PowerMod Encapsulated Assemblies 

160 A Avg; Vqrm Vrrm Up To 1600 Volts 


Series F160T 


Electrical Characteristics^^) 

Forward Conducting 





Average on-state current per SCR 


^T(AV) 

160A 

Tc = 86°C, half sine 

RMS current per SCR 


^T(RMS) 

250 A 


Peak on-state voltage 



1.65 V 

rj = 25°C,/T = 480A 

Maximum holding current 


'h 

250 mA 

rj = 25°C, Vd = 6V, /tm = 1 a 

Typical latching current 


'l 

1 A 

rj = 25°C, Vd = 18V, /g = 1A, 





diG/dt = 1A//iSec., tg = 15Aisec. 

Maximum peak one cycle surge 


^TSM 

5100 A 

rj = 25°C, Vr = 0 

R capability for fusing 


i^dt 

130,000A2Sec Tj = 125°C, t = 8.3 ms 

Switching 





Critical rate of rise of on-state current 

di/dt 

lOOAVsec. 

Tj = 125°C, f = 60 Hz, = 0.67 Vdrm 

Typical delay time 



2.2/Asec. 

/g = 1A,^ dlGdt = 1A//4sec, rj = 25°C 





> Vo = 0.5Vopm, UB = 2t^, 




1.5/iSec. 

/q = 3A, /jM = 0.1 /j (AV) 

Typical circuit commutated turn-off time fq 

200 fxsec. 

rj = 125°C, -di/dt =-10 A//XS 





Vd = 0.67 VpRM,Vp = 50V 





^TM = 95A 

Maximum repetitive RC snubber 


^TM (RC) 

100 A 

di/dt = 100 Alfxs, /g = 1 A, diGi A 

discharge current 




Tj = 125°C,f = 60 to 50 Hz, 





Vd = 0.67 Vdrm 

Thermal values 





Maximum DC thermal resistance, 


Rgjc 

0.16°C/W 

per SCR 

junction to case (DC) 



0.08 °CAA/ 

per module 

Typical thermal resistance, 


R0CS 

0.04 °C/W 

per SCR 

case to sink 



0.02 °C/W 

per module 

Operating junction temp, range 


h 

-40°Cto -H25°C 

Storage temperature range 


^stg 

-40°Cto -t-150°C 

Blocking 





Maximum off-state current 


^DRM 

25 mA 

rj = 125“C.VcR„ 

Max. reverse current 


^RRM 

25 mA 

rj = 125‘>C.VRR„ 

Critical rate of rise of 


dv/dt 

200V//iSec. 

Tj = 125°C,1.0Vdrm 




1000V//iSec. 

7^ = 125 “C, 0.67 




3000V//iSec. 

rj = 125 °C, 0.33 Vdrm 

Isolation voltage between-connections V|so 

2500V 

Warning: The case must not be 

and baseplate-RMS 




destroyed since this may release 





harmful beryllium oxide dust. 

Triggering 





Maximum gate voltage to trigger 


'^GT 

1.5V 

rj = 25°C, \ 




1.8V 

rj= -40°ci 

Maximum nontriggering gate voltage 


0.2V 

7^ = 12500, Vo = 0.5 VoRM 

Maximum gate current to trigger 


^GT 

250 mA 

7j = 25“C, i ^ y 




350 mA 

7j= -40°C J ° 

Maximum non-triggering gate current 

^GD 

20 mA 

7j = 125“C,Vo = 2.0Vorm 




10 mA 

7j = 125“C,Vo = 0.5Vor^, 

Maximum peak gate power 


^GM 

20 W 


Maximum peak gate current 


^GM 

10A 


Maximum peak gate voltage (reverse) 

Vgm 

10V 


Mechanical Characteristics 





Terminal torque 

35 min. -50 max. lb. -in. (4-5.6 N-m) 

Mounting torque 

36 Ib.-in. min. (6 N-m min.) 

Module has no upper torque limit 

Weight 

Approximately 17.5 ounces (500 grams) 


(1) Tq = 25°C unless otherwise indicated 

(2) Warning: The case must not be destroyed since this may release harmfui beryliium oxide dust. 315 


PowerMod Encapsulated Assemblies 

160 A Avqj snd Up To 1600 Volts 


Series R60T 


Figure 1 

Maximum power dissipation for 1 SCR 



Average On-State Current-Amperes 


Figure 3 

Maximum basepiate temperature as a function of 
on-state current for 1 SCR of the moduie 



Average On-State Current-Amperes 


Figure 5 

Transient thermai resistance for 1 thyristor of the 
moduie for constant current and puise current 



Figure 2 

Maximum power dissipation for 1 SCR 
of the moduie 



Average On-State Current-Amperes 


Figure 4 

Maximum power dissipation for 1 SCR of the 
moduie - overcurrent range 



Analyticai function for DC: for one thyristor 


i 

1 

2 

3 

4 

5 


n 

T| 

0.0922 

2.11 

0.039 

0.415 

0.0154 

0.0355 

0.0086 

0.0048 

0.0048 

0.0012 

“C/W 

seconds 
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PowerMod Encapsulated Assemblies 

160 A Avg; Vqrm 1/rrm Up To 1600 Volts 


Series F160T 


Figure 6 Figure 7 

Thermai resistance Ar for 1 thyristor of the module Gate characteristics 



Conduction Angle, A , Degrees 



Figure 8 

Single-phase bridge circuit—on-state loss characteristics 
Nomogram for determining maximum on-state 
currents for different cooling conditions 



Figure 9 

Three-phase bridge circuit—on-state loss characteristics 
Nomogram for determining maximum on-state 
currents for different cooling conditions 
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PowerMod Encapsulated Assemblies 


Series P160T 


Figure 10 

AC switch—on-state loss characteristics 
Nomogram for determining maximum on-state 
currents for different cooling conditions 



Figure 11 

Three-phase controller—on-state loss characteristics 
Nomogram for determining maximum on-state 
currents for different cooling conditions 
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Total Power Dissipation-Watts 




















Custom Assemblies 


Introduction 

In response to special customer needs, our 
Applications Engineering group provides you 
with design support, while our Custom 
Assemblies Department provides quality 
products to fit your design. 

In the custom assembly situations, Siemens 
believes responsive, personal service is very 
Important. We provide rapid response time and 
up-front technical assistance. We’ll work with you 
In evaluating assembly requirements and special 
applications of the following product categories: 

■ High-voltage stacks (for applications requiring 
8000-72000V). 

■ Power rectifier and SCR circuit assemblies. 

B Rectifier and SCR circuit assemblies to 800A 
and 1600V using Al extrusions. 

B Lower-current potted rectifier and SCR 
circuit assemblies. 

B Single and three-phase bridge rectipoint 
assembly. 

B High current module circuit assemblies up to 
300A and 1600V on extended heat sinks forced 
airorN.C. cooled. 

The result of the cooperative effort between a 
customer and our Custom Assemblies 
specialists is a quality product suited to 
customer needs. 
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Rectipoint Silicon Power Rectifiers 


■ Complete bridge with heatsinks - 
no assembly required 

■ Availabie in single or three phase 
bridge assemblies 

■ Availabie with bracket or bolt mounting 

■ Can be supplied with either DO-4 or DO-5 
rectifiers 

■ Blocking voltages to 1600V 


XType 


Dimension 

Inches 

Millimeters 

A 

4.31 

109.4 

B 

0.625 

15.87 

C 

4.0 

101.6 

D 

3.12 

79.2 

E 

0.201 

5.10 

F 

0.265 

6.731 

G 

3/8-16UNC-3A 

.... 

K 

3.93 

99.8 

L 

1.5 

38.1 

M 

0.281 

7.137 

N 

0.875 

22.22 

P 

0.625 

15.87 

Q 

3/16x5/16 

.... 

YType 

Dimension 

Inches 

Millimeters 

A 

4.0 

101.6 

B 

0.5 

12.7 

C 

2.5 

63.5 

D 

2.56 

65.0 

E 

0.177 

4.495 

F 

0.198 

5.029 

G 

5/16-18UNC-2A 

.... 

K 

3.75 

95.2 

L 

1.25 

31.7 

M 

0.281 

7.137 

N 

0.937 

23.79 

P 

0.625 

15.87 

Q 

3/16x5/16 

.... 





Catalog No. Type of Circuit Rated Continuous D-C 

Amperes at 40**C. Maximum 
Ambient Temperature 


Natural Forced Air 

Convection at 800 LFM 


Y20-B1-1 

1 Phase 
Bridge 

10 

20 

Y21-B1-1 

4-1-1-B 

14 

28 

Y20-Z1-1 

3 Phase 
Bridge 

12 

36 

Y21-Z1-1 

6-1-1-Z 

22 

66 

X20-B1-1 

1 Phase 

15 

30 

X21-B1-1 

Bridge 

25 

50 

X34-B1-1 

4-1-1-B 

35 

70 

X37-B1-1 


43 

86 

X20-Z1-1 

3 Phase 

18 

54 

X21-Z1-1 

Bridge 

28 

84 

X34-Z1-1 

6-1-1-Z 

35 

105 

X37-Z1-1 


43 

130 
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Rectipoint Silicon Power Rectifiers 


Code Number Identification 


Y 21 20 B 



Peak 


Size of Type of Reverse Type of 

Heat Sink Diode Voitage Circuit 


1 N 1 -S 



Number of Number of 

Diodes Type of Diodes Speciai 

in Series Mounting in Paraliei Features 


X-3”x4” 

Y-2V2”x23/4” 


20 


21 


34 

20-200 

37 

30-300 


40-400 


60-600 


80-800 


90-900 


100-1000 


120-1200 


160-1600 


B -1 Phase Bridge 
Z - 3 Phase Bridge 


N - Stud 1 S * Surge 

B - Brackets Suppressor 

Furnished 


Figure 1 

Overload Characteristics 



mmmmmm s 30 Bridge 


Figure 2 

Derating for raised ambients 



0 25 50 75 100 125 150 175 

Ambient Temperature (OC) 


Electrical Specifications 

Current range -10 to 43 amperes (84 amperes with forced air cooling of 800 LFM) in single phase bridge 
12 to 43 amperes (130 amperes with forced air of 800 LFM) in three-phase bridge. Input voltage - up to 
460 volts RMS. Ambient temperature range - - 65® to + 150®C. Operating frequency - up to 10,000 Hz. 

Material Specifications 

The finned heat sinks are corrosion resistant aluminum alloy. The end plates are molded from glass 
filled polyester resin. This material is non-flammable and self-extinguishing and shows no heat 
distortion at 200°C. It has a tensile strength of approximately 8000 lbs. per square inch and a dielectric 
strength in excess of 300 volts per mil. 
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Silicon Power Rectifer Assemblies 


Plate Heatsinks 


■ Complete bridge with heatsinks - no assembly 
required 

■ Available in many types of circuit configurations 

■ Incorporating a variety of heat sink sizes 

■ Characterized for naturai convection or 
forced air cooling 

■ Designs Include DO-4, DO-5, DO-8 and DO-9 
diodes 

■ Blocking voltages to 1600V 

Silicon Power Rectifier Assembly Coding System 

K 34 20 B I E BIS 


Peak Number of Number of 

Size of Type of Reverse Type of Diodes Type of Type of Diodes Special 

Heat Sink Diode Voltage Circuit in Series Rnish Mounting in Parallel Features 


E-2”x2” 

20 Series 


Singie Phase Per leg 

E - Commercial 

B - Stud with 1 

K-3”x3” 

21 Series 


H-Half Wave 

T - High humidity 

brackets 

G - 5”x5” 



C - Center Tap 

salt spray 

or insulating 

N - 7”x7” 


20-200 

Positive 

F - Fungicide 

board with 


34 Series 


N - Center Tap 


mounting 


37 Series 

30-300 

Negative 


bracket 


42 Series 


D - Doubler 


N - Stud with 


43 Series 

40-400 

B - Bridge 


no bracket 


53 Series 

50-500 

M - Open bridge 


C - Bolt 


504 Series 

60-600 



BC - Bolt mounting 






with one 




Three Phase 


bracket 



80-800 

Z - Bridge 

X - Center Tap 





100-1000 

Y-Half Wave 






DC Positive 





120-1200 

Q-Half Wave 






DC Negative 





160-1600 

W - Double Wave 

V - Open Bridge 




Surge 

Suppressor 
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Silicon Power Rectifier Assemblies 


Series 20 & 21 



Circuit 

Size 

Dim. 

Inches 

Min. 

Max. 

Millimeters 

Min. Max. 

1*^ Bridge 

2x2 

K 

5.00 

5.25 

127.0 

133.3 

Bridge 

3x3 

K 

5.87 

6.12 

149.0 

155.4 

3*^ Bridge 

2x2 

K 

7.25 

7.50 

184.1 

190.5 

Bridge 

3x3 

K 

8.12 

8.37 

206.2 

212.5 


2x2 

M 

0.30 

0.32 

7.62 

8.12 

Same 


P 

0.74 

0.76 

18.7 

19.3 

for 


E 

1.99 

2.01 

50.5 

51.0 

both 


R 

2.61 

2.63 

66.2 

66.8 

circuits 


H 

0.86 

0.88 

21.8 

22.3 



S 

0.56x0.28 Norn. 

14x7.1 Norn. 


3x3 

M 

0.36 

0.38 

9.14 

9.65 

Same 


P 

1.49 

1.51 

37.8 

38.3 

for 


E 

2.99 

3.01 

75.9 

76.4 

both 


R 

3.67 

3.69 

93.2 

93.7 

circuits 


H 

0.99 

1.01 

25.1 

25.6 



S 

0.31x0.18 Norn. 

7.9x4.7 Norn. 


Notes: 

1. Current ratings shown are for natural convection cooling, resistive or inductive loads for single 
phase circuits and all loads for three phase circuits. 

2. Use 2.0 times the above current ratings for forced convection cooling at 1000LFM. 

3. For single phase battery, capacitive, or motor loads; the output current shown above should be 
derated to 80% of the values shown. 

4. Assemblies with heat sink sizes other than those shown above are available on request for 
special applications. Refer to silicon power rectifier assembly coding system. 




Silicon Power Rectifier Assemblies 


Series 20 & 21 


Ratings ■ Average Circuit Output Current ■ Amperes 

Diode Series 20 

Heat Sink Size 2x2x1/16 inches 


AMBIENT 

1-PHASE 

1-PHASE 

1-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

TEMP. “C 

V2 WAVE 

CTR.TAP 

BRIDGE 

y2 WAVE 

BRIDGE 

CTR.TAP 

DBL.WYE 

40 

5.8 

11.6 

11.6 

17.4 

17.4 

28.4 

34.8 

70 

4.5 

9.0 

9.0 

13.5 

13.5 

22.0 

27.0 

100 

3.2 

6.4 

6.4 

9.6 

9.6 

15.6 

19.2 

Diode Series 20 







Heat Sink Size 3x3x1/16 inches 






AMBIENT 

1-PHASE 

1-PHASE 

1-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

TEMP. °C 

Vz WAVE 

CTR.TAP 

BRIDGE 

Vi WAVE 

BRIDGE 

CTR.TAP 

DBL.WYE 

40 

8.2 

16.4 

16.4 

24.6 

24.6 

40.0 

49.2 

70 

6.6 

13.2 

13.2 

19.8 

19.8 

32.3 

39.6 

100 

4.7 

9.4 

9.4 

14.1 

14.1 

23.0 

28.2 

Diode Series 21 








Heat Sink Size 2x2x1/16 inches 






AMBIENT 

1-PHASE 

1-PHASE 

1-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

TEMP. “C 

y2 WAVE 

CTR.TAP 

BRIDGE 

y2 WAVE 

BRIDGE 

CTR. TAP 

DBL.WYE 

40 

7.8 

15.6 

15.6 

23.4 

23.4 

38.1 

46.8 

70 

6.0 

12.0 

12.0 

18.0 

18.0 

29.3 

36.0 

100 

4.3 

8.6 

8.6 

12.9 

12.9 

21.0 

25.8 

Diode Series 21 








Heat Sink Size 3x3x1/16 inches 






AMBIENT 

1-PHASE 

1-PHASE 

1-PHASE 

3PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

TEMP. ®C 

y2 WAVE 

CTR.TAP 

BRIDGE 

y2 WAVE 

BRIDGE 

CTR.TAP 

DBL.WYE 

40 

11.0 

22.0 

22.0 

33.0 

33.0 

53.8 

66.0 

70 

8.8 

17.6 

17.6 

26.4 

26.4 

43.0 

52.8 

100 

6.3 

12.6 

12.6 

18.9 

18.9 

30.8 

37.8 
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Silicon Power Rectifier Assemblies 


Series 34 



Circuit 

Size 

Dim. 

inches 

Min. 

Max. 

Miiiimeters 

Min. Max. 

1*^ Bridge 

3x3 

K 

5.75 

6.25 

146.0 

158.7 

Bridge 

5x5 

K 

5.75 

6.25 

146.0 

158.7 

3*^ Bridge 

3x3 

K 

8.00 

8.50 

203.2 

215.9 

3^^ Bridge 

5x5 

K 

8.00 

8.50 

203.2 

215.9 


3x3 

M 

0.36 

0.38 

9.14 

9.65 

Same 


P 

1.49 

1.51 

37.8 

38.3 

for 


E 

2.99 

3.01 

75.9 

76.4 

both 


R 

3.67 

3.69 

93.2 

93.7 

circuits 


H 

0.99 

1.01 

25.1 

25.6 



S 

0.56x0.28 Norn. 

14x7.1 Norn. 


5x5 

M 

0.36 

0.38 

9.14 

9.65 

Same 


P 

2.49 

2.51 

63.2 

63.7 

for 


E 

4.99 

5.01 

126.7 

127.2 

both 


R 

5.99 

6.01 

152.1 

152.6 

circuits 


H 

1.24 

1.26 

31.4 

32.0 



S 

0.56x0.28 Norn. 

14x71.1 Norn. 


Notes: 

1. Current ratings shown are for natural convection cooling, resistive or inductive loads for single 
phase circuits and all loads for three phase circuits. 

2. Use 2.0 times the above current ratings for forced convection cooling at 1000LFM. 

3. For single phase battery, capacitive, or motor loads; the output current shown above should be 
derated to 80% of the values shown. 

4. Assemblies with heat sink sizes other than those shown above are available on request for 
special applications. Refer to silicon power rectifier assembly coding system. 
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Silicon Power Rectifier Assemblies 


Series 34 


Ratings ■ Average Circuit Output Current • Amperes 

Diode Series 34 

Heat Sink Size 3x3x1/16 inches 


AMBIENT 

1-PHASE 

1-PHASE 

1-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

TEMP. ‘’C 

Va WAVE 

CTR. TAP 

BRIDGE 

Va WAVE 

BRIDGE 

CTR. TAP 

DBL:WYE 

40 

18.0 

36.0 

36.0 

54.0 

54.0 

88.0 

108.0 

70 

14.5 

29.0 

29.0 

43.5 

43.5 

70.9 

87.0 

100 

10.5 

21.0 

21.0 

31.5 

31.5 

51.3 

63.0 

Diode Series 34 








Heat Sink Size 5x5x1/16 inches 






AMBIENT 

1-PHASE 

1-PHASE 

1-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

TEMP. “C 

Va WAVE 

CTR. TAP 

BRIDGE 

Va WAVE 

BRIDGE 

CTR. TAP 

DBLsWYE 

40 

25.5 

50.0 

50.0 

75.0 

75.0 

122.3 

150.0 

70 

20.2 

40.4 

40.4 

60.6 

60.6 

98.8 

121.2 

100 

14.5 

29.0 

29.0 

43.5 

43.5 

70.9 

87.0 

Diode Series 37 








Heat Sink Size 5x5x1/16 inches 






AMBIENT 

1-PHASE 

1-PHASE 

1-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

TEMP. ®C 

Va WAVE 

CTR. TAP 

BRIDGE 

Va WAVE 

BRIDGE 

CTR. TAP 

DBLWYE 

40 

29.3 

57.5 

57.5 

86.3 

86.3 

140.6 

172.6 

70 

23.2 

46.5 

46.5 

69.7 

69.5 

113.6 

139.4 

100 

16.6 

33.3 

33.3 

50.0 

50.0 

81.5 

100.0 
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Silicon Power Rectifier Assemblies 


Series 42 & 43 



Circuit 

Size 

Dim. 

inches 

Min. 

Max. 

Miiiimeters 

Min. Max. 

Bridge 

5x5 

K 

9.25 

9.75 

234.9 

247.6 

1*^ Bridge 

7x7 

K 

9.25 

9.75 

234.9 

247.6 

3^^ Bridge 

5x5 

K 

13.0 

13.5 

330.2 

342.9 

Bridge 

7x7 

K 

13.0 

13.5 

330.2 

342.9 


5x5 

M 

0.36 

0.38 

9.14 

9.65 

Same 


P 

2.49 

2.51 

63.2 

63.7 

for 


E 

4.99 

5.01 

126.7 

127.2 

both 


R 

5.99 

6.01 

152.1 

152.6 

circuits 


H 

0.98 

1.00 

25.1 

25.6 



S 

0.56x0.28 Norn. 

14x7.1 Norn. 


7x7 

M 

0.36 

0.38 

9.14 

9.65 

Same 


P 

3.74 

3.76 

94.9 

95.5 

for 


E 

6.99 

7.01 

177.5 

178.0 

both 


R 

7.99 

8.01 

202.9 

203.4 

circuits 


H 

0.98 

1.00 

25.1 

25.6 



S 

0.56x0.28 Norn. 

14x7.1 Norn. 


Notes: 

1. Current ratings shown are for natural convection cooling, resistive or inductive loads for single 
phase circuits and all loads for three phase circuits. 

2. Use 2.0 times the above current ratings for forced convection cooling at 1000LFM. 

3. For single phase battery, capacitive, or motor loads; the output current shown above should be 
derated to 80% of the values shown. 

4. Assemblies with heat sink sizes other than those shown above are available on request for 
special applications. Refer to silicon power rectifier assembly coding system. 


Ratings ■ Average Circuit Output Current • Amperes 


Diode Series 42 

Heat Sink Size 5x5x1/8 

AMBiENT 
TEMP. «C 

1-PHASE 

Vz WAVE 

1-PHASE 
CTR. TAP 

1-PHASE 

BRiDGE 

3-PHASE 

Vz WAVE 

3-PHASE 

BRIDGE 

3-PHASE 
CTR. TAP 

3-PHASE 

DBLWYE 

40 

42.0 

84.0 

84.0 

126.0 

126.0 

205.4 

252.0 

70 

32.0 

64.0 

64.0 

96.0 

96.0 

156.5 

192.0 

100 

24.0 

48.0 

48.0 

72.0 

72.0 

117.4 

144.0 

Diode Series 43 








Heat Sink Size 7x7x1/8 inches 






AMBiENT 

1-PHASE 

1-PHASE 

1-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

TEMP. 

Vz WAVE 

CTR. TAP 

BRiDGE 

Vz WAVE 

BRIDGE 

CTR. TAP 

DBbWYE 

40 

52.0 

104.0 

104.0 

156.0 

156.0 

254.3 

312.0 

70 

40.0 

80.0 

80.0 

120.0 

120.0 

195.6 

240.0 

100 

28.0 

56.0 

56.0 

84.0 

84.0 

137.0 

168.0 
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Silicon Power Rectifier Assemblies Series 53/504 

Note: 53 available in blocking voltages from 800 to 1200 volts. 

504 available in blocking voltages from 200 to 600 volts. 



+ [ 

I 

I 

4- I 

-i- ' 


-1 

I 

-1 

1 

+ , 


I 

4- ; 

+ I 

1 





MH 1 — 

-K- 

- H hM 

h- R- 

-H 


Circuit 

Size 

Dim. 

Inches 


Millimeters 





Min. 

Max. 

Min. 

Max. 

Bridge 

5x5 

K 

10.5 

11.0 

266.7 

279.4 

1*^ Bridge 

7x7 

K 

10.5 

11.0 

266.7 

279.4 

3*^ Bridge 

5x5 

K 

15.0 

15.5 

381.0 

393.7 

Bridge 

7x7 

K 

15.0 

15.5 

381.0 

393.7 


5x5 

M 

0.36 

0.38 

9.14 

9.65 

Same 


P 

2.49 

2.51 

63.2 

63.7 

for 


E 

4.99 

5.01 

126.7 

127.2 

both 


R 

5.99 

6.01 

152.1 

153.6 

circuits 


H 

0.98 

1.00 

24.8 

25.4 



S 

0.56x0.28 Norn. 

14x7.1 Norn. 



7x7 

M 

0.36 

0.38 

9.14 

9.65 

Same 


P 

3.74 

3.76 

94.9 

95.5 

for 


E 

6.99 

7.01 

177.5 

178.0 

both 


R 

7.99 

8.01 

202.9 

203.4 

circuits 


H 

0.98 

1.00 

24.8 

25.4 



S 

0.56x0.28 Norn. 

14x7.1 Norn. 



Notes: 

1. Current ratings shown are for natural convection cooling, resistive or inductive loads for single 
phase circuits and all loads for three phase circuits. 

2. Use 2.0 times the above current ratings for forced convection cooling at 1000LFM. 

3. For single phase battery, capacitive, or motor loads; the output current shown above should be 
derated to 80% of the values shown. 

4. Assemblies with heat sink sizes other than those shown above are available on request for 
special applications. Refer to silicon power rectifier assembly coding system. 


Ratings ■ Average Circuit Output Current ■ Amperes 

Diode Series 53/504 

Heat Sink Size 5x5x1/8 inches 


AMBIENT 

1-PHASE 

1-PHASE 

1-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

3-PHASE 

TEMP. °C 

Vi WAVE 

CTR. TAP 

BRIDGE 

Vz WAVE 

BRIDGE 

CTR. TAP 

DBLsWYE 

40 

62.0 

124.0 

124.0 

186.0 

186.0 

303.0 

372.0 

70 

47.0 

94.0 

94.0 

141.0 

141.0 

230.0 

282.0 

100 

33.0 

66.0 

66.0 

99.0 

99.0 

161.0 

198.0 

Diode Series 53/504 







Heat Sink Size 7x7x1/4 inches 






AMBIENT 

1-PHASE 

1-PHASE 

1-PHASE 

3-PHASE 

3PHASE 

3-PHASE 

3-PHASE 

TEMP. ®C 

Vz WAVE 

CTR. TAP 

BRIDGE 

Vz WAVE 

BRIDGE 

CTR. TAP 

DBLrWYE 

40 

81.0 

162.0 

162.0 

243.0 

243.0 

396.0 

486.0 

70 

63.0 

126.0 

126.0 

189.0 

189.0 

308.0 

378.0 

100 

45.0 

90.0 

90.0 

135.0 

135.0 

220.0 

270.0 
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Silicon Rectifier Assemblies “\N” Heatsinks 


■ Completebridge with heatsinks- 

no assembly required 

■ Available in single and three phase 

bridge assemblies 

■ Characterized for natural convection or 

forced air cooling 

■ Designs include DO-8 and DO-9 diodes 

■ Blocking voltages to 1200 volts 



Single Phase Bridge 




-E-- 





1 

-t*— 

rr-. 


Three Phase Bridge 


Single Phase Bridge 


Dimension 

inches 


iVliiiimeters 



Minimum 

Maximum 

Minimum 

Maximum 

A 

6.25 

6.75 

158.7 


B 

7.99 

8.01 

202.9 


C 

9.99 

10.01 

253.7 


D 

8.99 

9.01 

228.3 

228.8 

E 

7.24 

7.26 

183.8 

184.4 

F 

0.34 Dia. 

— 

8.63 Dia. 

— 

Three Phase Bridge 

Dimension 

inches 


Millimeters 



Minimum 

Maximum 

Minimum 

Maximum 

A 

8.75 

9.25 

222.2 

234.9 

B 

9.99 

10.01 

253.7 

254.2 

C 

10.01 

253.7 

254.2 


D 

8.99 

9.01 

228.3 

228.8 

E 

7.24 

7.26 

183.8 

184.4 

F 

0.34 Dia. 

— 

8.63 Dia. 

— 
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Silicon Rectifier Assemblies “W” Heatsinks 


Silicon Rectifier Assemblies Coding System 

W 43 20 B 1 1 



Peak Number of Number of 

Type of Reverse Type of Diodes Diodes 

Diode Voltage Circuit in Series in Parallel 

42 Series Single Phase 1 Max. 1 Max. 

43 Series B-Bridge 

Three Phase 

53/504 Series 20 = 200V Z - Bridge 

30 = 300V 
40 = 400V 
50 = 500V 
60 = 600V 
80 = 800V 
100 = 1000V 

_ 120 = 1200V _ 

Note: Series 503 blocking voltages 800 to 1200 volts. 

Series 504 blocking voltages 100 to 600 volts. 


Average Output Current • Amperes 

(Resistive or Inductive Loads) 

Single Phase Bridge 


Diode 

Series 

Ambient Temp. °C 

40 

60 

42 & 

Natural Convection 

120 

110 

43 

Forced Convection* 

320 

285 

503 

Natural Convection 

200 

175 


Forced Convection* 

500 

450 


Notes: 

1. *At 1000 LFM. 

2. For single phase battery, capacitive, or 
motor loads; the output current shown above 
should be derated to 80% of the values 
shown. 

3. Assemblies with heat sink sizes other than 
those shown are available on request for 
special applications. Other circuit configura¬ 
tions are also available. 

Please consult factory. 


Average Output Current - Amperes 

(Resistive or Inductive Loads) 

Three Phase Bridge_ 


Diode 

Series 

Ambient Temp. °C 

40 

60 

42 & 

Natural Convection 

170 

150 

43 

Forced Convection* 

430 

380 

503 

Natural Convection 

300 

265 


Forced Convection* 

750 

645 


Notes: 

1. *At 1000 LFM. 

2. Assemblies with heat sink sizes other than 
those shown are available on request for 
special applications. Other circuit configura¬ 
tions are also available. 

Please consult factory. 
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High Voltage Silicon Rectifier Assembly 


Series JHV21 


■Supplied in Single Phase Half Wave 

■ Gold Iridited Aluminum Heatsinks 

■ Each Diode is R-C Compensated 

■ 250 Amperes Surge Current (1 Cycle) 

■ Doubler configurations available up to 
36 Kv per leg 


Dimension 

inches 

Miiiimeters Notes 

C 

1.00 

25.40 

D 

1.00 

25.40 

E 

2.00 

50.80 

F 

4.50 

114.30 

G 

1.00 

25.40 

H 

.75 

19.05 

J 

2.00 

50.80 

K 

.87 

22.26 

L 


1 


Note1 

Vz -13 Glass Melamine Studs 



Load: Resistive - inductive. 

(for capacitive derate 20%) 





Mounting: Horizontal (convection cooling) 
Horizontal or vertical (forced air) 


Cataiog 

Number 

PRV 

Rating KV 

Dimension A 

±3/16(4.76) 

Dimension B 


inches 

Miiiimeters 

inches 

Miiiimeters 

JHV21H8 

8 

5-1/8 

130.18 

7-1/4 

185.15 

JHV21H12 

12 

6-1/4 

158.75 

8-1/4 

209.55 

JHV21H16 

16 

7-3/8 

187.33 

9-1/2 

241.30 

JHV21H20 

20 

8-1/2 

215.90 

10-1/2 

266.70 

JHV21H24 

24 

9-5/8 

244.48 

11-3/4 

298.45 

JHV21H28 

28 

10-3/4 

273.05 

12-3/4 

323.85 

JHV21H32 

32 

11-7/8 

301.63 

14 

355.60 

JHV21H36 

36 

13 

330.20 

15 

381.00 

JHV21H40 

40 

14-1/8 

358.78 

16-1/4 

412.75 

JHV21H44 

44 

15-1/4 

387.35 

17-1/4 

438.15 

JHV21H48 

48 

16-3/8 

415.92 

19-1/2 

469.90 

JHV21H52 

52 

17-1/2 

444.50 

19-1/2 

241.30 

JHV21H56 

56 

18-5/8 

473.07 

20-3/4 

527.05 

JHV21H60 

60 

19-3/4 

501.65 

21-3/4 

552.45 

JHV21H64 

64 

20-7/8 

530.22 

23 

589.20 

JHV21H68 

68 

22 

558.80 

24 

609.60 

JHV21H72 

72 

23-1/8 

587.37 

25-1/4 

641.35 
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DC Output - Amps 


High Voltage Silicon Rectifier Assembly 


Series JHV21 




333 



High Voltage Silicon Rectifier Assembly 


Series JHV34 


■ Supplied In Single Phase Half Wave 

■ Gold Iridited Aluminum Heatsinks 

■ Each Diode is R-C Compensated 

■ 700 Amperes Surge Current (1 Cycle) 

■ Doubler configurations available up to 
36 Kv per leg 


Dimension 

inches 

Miiiimeters Notes 

C 

1.00 

25.40 

D 

1.00 

25.40 

E 

2.00 

50.80 

F 

4.50 

114.30 

G 

1.00 

25.40 

H 

.75 

19.05 

J 

2.00 

50.80 

K 

.87 

22.26 

L 


1 


Note 1 

y 2 -13 Glass Melamine Studs 



Mounting: Horizontal (convection cooling) 
Horizontal or vertical (forced air) 


Catalog 

Number 

PRV 

Rating KV 

Dimension A 

±3/16(4.76) 

Dimension B 


Inches 

Miiiimeters 

Inches 

Millimeters 

JHV34H8 

8 

5-1/8 

130.18 

7-1/4 

185.15 

JHV34H12 

12 

6-1/4 

158.75 

8-1/4 

209.55 

JHV34H16 

16 

7-3/8 

187.33 

9-1/2 

241.30 

JHV34H20 

20 

8-1/2 

215.90 

10-1/2 

266.70 

JHV34H24 

24 

9-5/8 

244.48 

11-3/4 

298.45 

JHV34H28 

28 

10-3/4 

273.05 

12-3/4 

323.85 

JHV34H32 

32 

11-7/8 

301.63 

14 

355.60 

JHV34H36 

36 

13 

330.20 

15 

381.00 

JHV34H40 

40 

14-1/8 

358.78 

16-1/4 

412.75 

JHV34H44 

44 

15-1/4 

387.35 

17-1/4 

438.15 

JHV34H48 

48 

16-3/8 

415.92 

19-1/2 

469.90 

JHV34H52 

52 

17-1/2 

444.50 

19-1/2 

241.30 

JHV34H56 

56 

18-5/8 

473.07 

20-3/4 

527.05 

JHV34H60 

60 

19-3/4 

501.65 

21-3/4 

552.45 

JHV34H64 

64 

20-7/8 

530.22 

23 

589.20 

JHV34H68 

68 

22 

558.80 

24 

609.60 

JHV34H72 

72 

23-1/8 

587.37 

25-1/4 

641.35 


334 








DC Output - Amps 


High Voltage Silicon Rectifier Assembly 


Series JHV34 


20 

18 

16 

14 

12 

10 

8 

6 

4 

2 


^ ^ ^ ^ ^ 
Ambient Temperature ®C 










~ 










_ 






1 Phase Half Wave 
Convection Cooled 






















































s. 









_ 






40 


36 


32 

U) 

28 

Q. 

E 

24 

< 

20 


16 

3 

Q. 

12 

3 

O 

8 

o 

4 

Q 

0 


25"C AMB 
40“C AMB 
60°C AMB 




Air Flow-LFM Min. 
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High Voltage Silicon Rectifier Assembly 


Series LHV34 


■ Supplied in Single Phase Half Wave 

■ Gold Irldited Aluminum Heatsinks 

■ Each Diode is R-C Compensated 

■ 700 Amperes Surge Current (1 Cycle) 

■ Doubler configuration available 
up to 36KV/leg 


Dimension 

Inches 

Millimeters Notes 

C 

1.00 

25.40 

D 

1.50 

38.10 

E 

3.00 

76.20 

F 

6.38 

161.93 

G 

.88 

22.23 

H 

1.50 

38.10 

J 

1.75 

44.45 

K 

1.69 

42.86 

L 

3.00 

76.20 

M 

1.69 

42.86 

N 


1 


Motel 

-13 Glass Melamine Studs 



Load: Resistive - inductive. 

(for capacitive derate 20%) 



Mounting: Horizontal (convection cooling) 
Horizontal or vertical (forced air) 


Catalog 

Number 

PRV 

Rating KV 

Dimension A 

±3/16(4.76) 

Dimension B 


Inches 

Millimeters 

Inches 

Millimeters 

LHV34H8 

8 

5-5/8 

142.88 

7-3/4 

196.85 

LHV34H12 

12 

6-3/4 

171.45 

8-3/4 

222.25 

LHV34H16 

16 

7-7/8 

200.03 

10 

254.00 

LHV34H20 

20 

9 

228.60 

11 

279.40 

LHV34H24 

24 

10-1/8 

257.18 

12-1/4 

311.15 

LHV34H28 

28 

11-1/4 

285.75 

13-1/4 

336.55 

LHV34H32 

32 

12-3/8 

314.33 

14-1/2 

368.30 

LHV34H36 

36 

13-1/2 

342.90 

15-1/2 

393.70 

LHV34H40 

40 

14-5/8 

371.48 

16-3/4 

425.45 

LHV34H44 

44 

15-3/4 

400.05 

17-3/4 

450.85 

LHV34H48 

48 

16-7/8 

428.63 

19 

482.60 

LHV34H52 

52 

18 

457.20 

20 

508 

LHV34H56 

56 

19-1/8 

485.77 

21-1/4 

539.75 

LHV34H60 

60 

20-1/4 

514.35 

22-1/4 

565.15 

LHV34H64 

64 

21-3/8 

542.92 

23-1/2 

596.90 

LHV34H68 

68 

22-1/2 

571.50 

24-1/2 

622.30 

LHV34H72 

72 

23-5/8 

600.07 

25-3/4 

654.05 
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DC Output - Amps 


High Voltage Silicon Rectifier Assembly 


Series LHV34 


20 
18 
16 
14 
12 
10 
8 
6 
4 
2 
0 

^ 

Ambient Temperature °C 






1 M 1 






1 Phase Half Wave 
Convection Cooled 


— 















































































25*0 AMB 
eO^C AMB 
40“C AMB 


Air Flow-LFM Min. 







High Voltage Silicon Rectifier Assembly 


Series JHV36 


■ Supplied in Single Phase Half Wave 

■ Gold Iridited Aluminum Heatsinks 

■ Each Diode is R-C Compensated 

■ 1200 Amperes Surge Current (1 Cycle) 

■ Doubler configurations available up to 
36 Kv per leg 


Dimension 

inches 

Miiiimeters Notes 

C 

1.00 

25.40 

D 

1.00 

25.40 

E 

2.00 

50.80 

F 

4.50 

114.30 

G 

1.00 

25.40 

H 

.75 

19.05 

J 

2.00 

50.80 

K 

.87 

22.26 

L 


1 


Note1 

Vi -13 Glass Melamine Studs 



Load: Resistive - Inductive. 

(for capacitive derate 20%) 





Mounting: Horizontal (convection cooling) 
Horizontal or vertical (forced air) 


Cataiog 

Number 

PRV 

Rating KV 

Dimension A 

±3/16(4.76) 

Dimension B 


Inches 

Millimeters 

Inches 

Millimeters 

JHV36H8 

8 

5-1/8 

130.18 

7-1/4 

185.15 

JHV36H12 

12 

6-1/4 

158.75 

8-1/4 

209.55 

JHV36H16 

16 

7-3/8 

187.33 

9-1/2 

241.30 

JHV36H20 

20 

8-1/2 

215.90 

10-1/2 

266.70 

JHV36H24 

24 

9-5/8 

244.48 

11-3/4 

298.45 

JHV36H28 

28 

10-3/4 

273.05 

12-3/4 

323.85 

JHV36H32 

32 

11-7/8 

301.63 

14 

355.60 

JHV36H36 

36 

13 

330.20 

15 

381.00 

JHV36H40 

40 

14-1/8 

358.78 

16-1/4 

412.75 

JHV36H44 

44 

15-1/4 

387.35 

17-1/4 

438.15 

JHV36H48 

48 

16-3/8 

415.92 

19-1/2 

469.90 

JHV36H62 

52 

17-1/2 

444.50 

19-1/2 

241.30 

JHV36H56 

56 

18-5/8 

473.07 

20-3/4 

527.05 

JHV36H60 

60 

19-3/4 

501.65 

21-3/4 

552.45 

JHV36H64 

64 

20-7/8 

530.22 

23 

589.20 

JHV36H68 

68 

22 

558.80 

24 

609.60 

JHV36H72 

72 

23-1/8 

587.37 

25-1/4 

641.35 
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DC Output - Amps 


High Voltage Silicon Rectifier Assembly 


Series JHV36 





Ambient Temperature “C 



^c? ^ ^cP ^cP ^cP^cP .^?<jP^oCP 


25‘’C AMB 
40"C AMB 
eO^C AMB 


Air Flow-LFM Min. 
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High Voltage Silicon Rectifier Assembly 


Series LHV36 


■ Supplied in Single Phase Half Wave 

■ Gold Iridited Aluminum Heatsinks 

■ Each Diode is R-C Compensated 

■ 1200 Amperes Surge Current (1 Cycle) 

■ Doubler configuration available 
up to 36KV/leg 


Dimension 

inches 

Miliimeters Notes 

C 

1.00 

25.40 

D 

1.50 

38.10 

E 

3.00 

76.20 

F 

6.38 

161.93 

G 

.88 

22.23 

H 

1.50 

38.10 

J 

1.75 

44.45 

K 

1.69 

42.86 

L 

3.00 

76.20 

M 

1.69 

42.86 

N 


1 


Note 1 

Va -13 Glass Melamine Studs 



Load: Resistive - inductive. 

(for capacitive derate 20%) 

-N©-'"' 



Mounting: Horizontal (convection cooling) 
Horizontal or vertical (forced air) 


Cataiog 

Number 

PRV 

Rating KV 

Dimension A 

±3/16(4.76) 

Dimension B 


Inches 

Miiiimeters 

inches 

Miiiimeters 

LHV36H8 

8 

5-5/8 

142.88 

7-3/4 

196.85 

LHV36H12 

12 

6-3/4 

171.45 

8-3/4 

222.25 

LHV36H16 

16 

7-7/8 

200.03 

10 

254.00 

LHV36H20 

20 

9 

228.60 

11 

279.40 

LHV36H24 

24 

10-1/8 

257.18 

12-1/4 

311.15 

LHV36H28 

28 

11-1/4 

285.75 

13-1/4 

336.55 

LHV36H32 

32 

12-3/8 

314.33 

14-1/2 

368.30 

LHV36H36 

36 

13-1/2 

342.90 

15-1/2 

393.70 

LHV36H40 

40 

14-5/8 

371.48 

16-3/4 

425.45 

LHV36H44 

44 

15-3/4 

400.05 

17-3/4 

450.85 

LHV36H48 

48 

16-7/8 

428.63 

19 

482.60 

LHV36H52 

52 

18 

457.20 

20 

508 

LHV36H56 

56 

19-1/8 

485.77 

21-1/4 

539.75 

LHV36H60 

60 

20-1/4 

514.35 

22-1/4 

565.15 

LHV36H64 

64 

21-3/8 

542.92 

23-1/2 

596.90 

LHV36H68 

68 

22-1/2 

571.50 

24-1/2 

622.30 

LHV36H72 

72 

23-5/8 

600.07 

25-3/4 

654.05 
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DC Output - Amps 


High Voltage Silicon Rectifier Assembiy 


Series LHV36 



^ 


Ambient Temperature °C 



25“C AMB 
40“C AMB 
60“C AMB 


Air Flow-LFM Min. 
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High Voltage Silicon Rectifier Assembly 


Series JHV37 


■ Supplied in Single Phase Half Wave 

■ Gold Iridited Aluminum Heatsinks 

■ Each Diode is R-C Compensated 

■ 1500 Amperes Surge Current (1 Cycle) 

■ Doubler configurations available up to 
36 Kv per leg 


Dimension 

inches 

Miiiimeters Notes 

C 

1.00 

25.40 

D 

1.00 

25.40 

E 

2.00 

50.80 

F 

4.50 

114.30 

G 

1.00 

25.40 

H 

.75 

19.05 

J 

2.00 

50.80 

K 

.87 

22.26 

L 


1 


Notel 

Va -13 Glass Melamine Studs 



Load: Resistive - inductive. 

(for capacitive derate 20%) 





Mounting; Horizontal (convection cooling) 
Horizontal or vertical (forced air) 


Cataiog 

Number 

PRV 

Rating KV 

Dimension A 

±3/16(4.76) 

Dimension B 


inches 

Miiiimeters 

Inches 

Miiiimeters 

JHV37H8 

8 

5-1/8 


7-1/4 

185.15 

JHV37H12 

12 

6-1/4 

158.75 

8-1/4 

209.55 

JHV37H16 

16 

7-3/8 

187.33 

9-1/2 

241.30 

JHV37H20 

20 

8-1/2 

215.90 

10-1/2 

266.70 

JHV37H24 

24 

9-5/8 

244.48 

11-3/4 

298.45 

JHV37H28 

28 

10-3/4 

273.05 

12-3/4 

323.85 

JHV37H32 

32 

11-7/8 

301.63 

14 

355.60 

JHV37H36 

36 

13 


15 

381.00 

JHV37H40 

40 

14-1/8 

358.78 

16-1/4 

412.75 

JHV37H44 

44 

15-1/4 

387.35 

17-1/4 

438.15 

JHV37H48 

48 

16-3/8 

415.92 

19-1/2 

469.90 

JHV37H52 

52 

17-1/2 

444.50 

19-1/2 

241.30 

JHV37H56 

56 

18-5/8 

473.07 

20-3/4 

527.05 

JHV37H60 

60 

19-3/4 

501.65 

21-3/4 

552.45 

JHV37H64 

64 

20-7/8 


23 

589.20 

JHV37H68 

68 

22 

558.80 

24 

609.60 

JHV37H72 

72 

23-1/8 

587.37 

25-1/4 

641.35 
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DC Output - Amps 


High Voltage Silicon Rectifier Assembly 


Series JHV37 



<9 


Ambient Temperature ®C 



^ 


Air Flow-LFM Min. 


25*0 AMB 
40*C AMB 
60*C AMB 
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High Voltage Silicon Rectifier Assembly 


Series LHV37 


■ Supplied in Single Phase Half Wave 

■ Gold Iridited Aluminum Heatsinks 

■ Each Diode is R-C Compensated 

■ 1500 Amperes Surge Current (1 Cycle) 

■ Doubler configuration available 
up to 36KV/leg 


Dimension 

Inches 

Millimeters Notes 

C 

1.00 

25.40 

D 

1.50 

38.10 

E 

3.00 

76.20 

F 

6.38 

161.93 

G 

.88 

22.23 

H 

1.50 

38.10 

J 

1.75 

44.45 

K 

1.69 

42.86 

L 

3.00 

76.20 

M 

1.69 

42.86 

N 


1 


Notel 

Vz -13 Glass Melamine Studs 



Load: Resistive - inductive. 

(for capacitive derate 20%) 





Mounting: Horizontal (convection cooling) 
Horizontal or vertical (forced air) 


Catalog 

Number 

PRV 

Rating KV 

Dimension A 

±3/16(4.76) 

Dimension B 


Inches 

Millimeters 

Inches 

Millimeters 

LHV37H8 

8 

5-5/8 

142.88 

7-3/4 

196.85 

LHV37H12 

12 

6-3/4 

171.45 

8-3/4 

222.25 

LHV37H16 

16 

7-7/8 

200.03 

10 

254.00 

LHV37H20 

20 

9 

228.60 

11 

279.40 

LHV37H24 

24 

10-1/8 

257.18 

12-1/4 

311.15 

LHV37H28 

28 

11-1/4 

285.75 

13-1/4 

336.55 

LHV37H32 

32 

12-3/8 

314.33 

14-1/2 

368.30 

LHV37H36 

36 

13-1/2 

342.90 

15-1/2 

393.70 

LHV37H40 

40 

14-5/8 

371.48 

16-3/4 

425.45 

LHV37H44 

44 

15-3/4 

400.05 

17-3/4 

450.85 

LHV37H48 

48 

16-7/8 

428.63 

19 

482.60 

LHV37H52 

52 

18 

457.20 

20 

508 

LHV37H56 

56 

19-1/8 

485.77 

21-1/4 

539.75 

LHV37H60 

60 

20-1/4 

514.35 

22-1/4 

565.15 

LHV37H64 

64 

21-3/8 

542.92 

23-1/2 

596.90 

LHV37H68 

68 

22-1/2 

571.50 

24-1/2 

622.30 

LHV37H72 

72 

23-5/8 

600.07 

25-3/4 

654.05 
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DC Output - Amps 


High Voltage Silicon Rectifier Assembly 


Series LHV37 



Ambient Temperature ®C Air Flow-LFM Min. 
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High Voltage Silicon Rectifier Assembly 


Series LHV43 


■ Supplied in Single Phase Half Wave 

■ Gold Iridited Aluminum Heatsinks 

■ Each Diode is R-C Compensated 

■ 2500 Amperes Surge Current (1 Cycle) 

■ Doubler configuration available 
up to 16KV/leg 


Dimension 

inches 

Miiiimeters Notes 

C 

1.00 

25.40 

D 

1.25 

31.75 

E 

1.50 

38.10 

F 

1.50 

38.10 

G 

1.25 

31.75 

H 

5.50 

139.70 

J 

1.88 

47.75 

K 

.88 

22.35 

L 

.88 

22.35 

M 

1.88 

47.75 

N 

5.50 

139.10 

P 


1 

Q 

.28 Dia. 

7.14 Dia. 2 


Note 1 

Vz -13 Glass Melamine Studs 

Note 2 

Holes ( + )(-) Conn. 



Mounting: Horizontal (convection cooling) 
Horizontal or vertical (forced air) 


Cataiog 

PRV 

Dimension A 

±3/16(4.76) 

Dimension B 


Number 

Rating KV 

inches 

Miiiimeters 

Inches 

Miiiimeters 

LHV43H8 

8 

10-1/8 

257.30 

12-1/2 

317.50 

LHV43H12 

12 

13-5/8 

346.20 

15-3/4 

400.05 

LHV43H16 

16 

17-1/8 

435.10 

19-1/4 

488.95 

LHV43H20 

20 

20-5/8 

524.00 

22-3/4 

577.85 

LHV43H24 

24 

24-1/8 

612.90 

26-1/4 

666.75 

LHV43H28 

28 

27-5/8 

701.80 

29-3/4 

755.65 

LHV43H32 

32 

31-1/8 

790.70 

33-1/4 

844.55 



Ambient Temperature ®C 


Air Flow-LFM Min. 
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DC Out 


High Voltage Silicon Rectifier Assembly 


Series SHV43 


■ Supplied in Single Phase Half Wave 

■ Gold Iridited Aluminum Heatsinks 

■ Each Diode is R-C Compensated 

■ 2500 Amperes Surge Current (1 Cycie) 

■ Doubler configurations available up to 
16 Kv per leg 


Dimension 

Inches 

Millimeters Notes 

C 

1.00 

25.40 

D 

1.50 

38.10 

E 

1.50 

38.10 

F 

2.50 

63.50 

G 

2.50 

63.50 

H 

1.50 

38.10 

J 

1.88 

47.75 

K 

2.50 

63.50 

L 

8.00 

203.20 

M 

8.00 

203.20 

N 

.28 Dia. 

7.14 Dia. 

P 


1 


Note 1 

Vz -13 Glass Melamine Studs 



Load: Resistive - inductive. 

(for capacitive derate 20%) 




Mounting: Horizontai (convection cooling) 
Horizontal or vertical (forced air) 


Catalog 

Number 

PRV 

Rating KV 

Dimension A ±3/16 (4.76) 

Dimension B 

inches 

Millimeters 


Millimeters 

SHV43H8 

8 

10-1/8 

257.30 

12-1/2 

317.50 

SHV43H12 

12 

13-5/8 

346.20 

15-3/4 


SHV43H16 

16 

17-1/8 

435.10 

19-1/4 

488.95 

SHV43H20 

20 

20-5/8 

524.00 

22-3/4 

577.85 

SHV43H24 

24 

24-1/8 

612.90 

26-1/4 

666.75 

SHV43H28 

28 

27-5/8 

701.80 

29-3/4 

755.65 

SHV43H32 

32 

31-1/8 

790.70 

33-1/4 

844.55 



<9 ^ ^ ^ ^ ^ 


150 
135 
120 
CO 105 
90 
< 75 

60 
Q. 45 
S 30 

Q 

^ ^ ^ 



Ambient Temperature ®C 


Air Flow-LFM Min. 
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Encapsulated Assemblies 

12 Amp 


Series EH 


The Series EH is a high current 
encapsuiated assembly with a single phase 
and three phase full wave bridge rating of 
1600 PRV. It is completely sealed, compact, 
corrosion and moisture resistant. 

Ratings for both single and three phase full 
wave bridge circuits are shown. These 
assemblies are available in a variety of 
circuit configurations. Information 
concerning special application is available 
on request. 


Dimension 

Inches Millimeters Notes 

A 

2.25 57.2 


B 


1 

C 

1.75 44.5 


D 

1.75 44.5 


E 

1.313 33.35 


F 

0.875 22.23 


Note1 



Mounting hole .172 (4.37 mm) Dia. 

Catalog 

Max. PRV 

Catalog 

Number 

Rating Per 

Number 

(Single 

Circuit Arm 

(Three 

Phase) 


Phase) 

EH*1B1 

100 

EHMZ1 

EH*2B1 

200 

EH*2Z1 

EH*3B1 

300 

EH*3Z1 

EHMB1 

400 

EH*4Z1 

EH*5B1 

500 

EH*5Z1 

EH*6B1 

600 

EH*6Z1 

EH*7B1 

700 

EH*7Z1 

EH*8B1 

800 

EH*8Z1 

EH*9B1 

900 

EH*9Z1 

EH*10B1 

1000 

EHM0Z1 

EHM2B1 

1200 

EHM2Z1 

EHM4B1 

1400 

EHM4Z1 

EHM6B1 

1600 

EHM6Z1 


*S—Stud Terminal 
F—Faston Terminal 


Single Phase 


Three Phase 


Stud 
Terminals 



Stud 
Terminals 




Electrical Characteristics 

Circuit: Single phase and three phase full wave 

bridge 

AC Input: up to 1600 PRV 

DC Output: upto 12Amps DC(25°C Amb.- 

Chassis mounted) 


Surge Current 
Rating: 

Loads: 

Duty Cycle: 
Cooling: 

Design Features: 


250 Amps peak for one cycle 
(25 °C Amb.) 

Resistive, Inductive, Capacitive 

Continuous 

Convection 

The series EH diodes are housed in an 
epoxy sealed case. Convenient fasten 
or stud terminals as specified. High 
current rating for compact size. 


Single-phase and three-phase bridge 
current ratings 



Ambient Temperature °C 
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Encapsulated Assemblies 

3 Amp 


Series ER 


Encapsulated in a rounded case, this 
assembly is rated to 1600 PRV in a full wave 
bridge circuit. It is completeiy sealed, 
compact, corrosion, and moisture resistant. 
Ratings for the popular single phase full 
wave bridge circuit, incorporating Series 14 
and Series 21 diodes, are given below. 
These assemblies are available In a variety 
of circuit configurations. Information 
concerning special application is available 
on request. 


Dimension 

Inches 

Millimeters Notes 

A 

1.31 

33.3 

B 

0.44 

11.1 

C 

1.06 

26.9 

D 

0.47 

11.9 

E 


1 

Note 1 

Va” -20 Mounting Stud 


Catalog 


Maximum PRV 
Rating Per 

Number 


Circuit Arm 

ER*1B1 


100 

ER*2B1 


200 

ER*3B1 


300 

ER*4B1 


400 

ER*5B1 


500 

ER*6B1 


600 

ER*7B1 


700 

ER*8B1 


800 

ER*9B1 


900 

ERM0B1 


1000 

ER*12B1 


1200 

ER*14B1 


1400 

ER*16B1 


1600 


F12—Faston terminal with Series 14 diode 
F21—Fasten terminal with Series 21 diode 
L12—Flexible lead with Series 14 diode 


(min. length -4”) 

L21—Flexible lead with Series 21 diode 
(min. length -4”) 


Fasten Terminals Flexible Leads 



Electrical Characteristics 

Circuit: Single phase full wave bridge 

AC Input: up to 1600 PRV 

DC Output: (Series 14) up to 2.5 Amps DC (40°C 

Amb.); (Series 21) up to 3. Amps DC 
(40oCAmb.) 


Surge Current 
Ratings: 


Loads: 

Duty Cycle: 
Cooling: 

Design Features: 


(Series 14) 35 Amps peak for one cycle 
(25°C Amb.); (Series 21) 250 Amps peak 
for one cycle (25°C) 

Resistive, Inductive, Capacitive 

Continuous 

Convection 

diodes housed in an epoxy sealed 
case. Fasten terminals or flexible leads. 


Single-phase bridge current ratings 
(resistive—inductive) loads derate 20% for 



Ambient Temperature °C 
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Encapsulated Assemblies 

1.25 Amp 


Series EF Doubler 


This high-voltage, encapsulated assembly 
carries a half-wave rating of 34,000 PRV and 
a doubler rating of 12,000 PRV. Completely 
sealed, compact, corrosion and moisture 
resistant. 

Ratings for the popular single-phase half¬ 
wave circuit are given below. 



These assemblies are available in a variety 
of circuit configurations. Information 
concerning special application Is available 
on request. 

Catalog No.: EFTD12 

Max. PRV Rating per circuit arm: 12KV 


Dimension 

Inches 

Millimeters 

Notes 

A 

5.50 

139.7 


B 

6.625 

168.3 


C 



1 

D 



2 

E 

4.38 

11.1 


F 

.313 

7.14 


G 

1.25 

31.8 



Notel 

.375” (9.53 mm) DIa. 
cs .1875” (4.763 mm) DIa. 


Note 2 

.313” (7.94 mm) 


Circuit Diagram 



20 

24 



-o- 


o 




Eiectrical Characteristics 

Circuit: Doubler 

AC Input: up to 12,000 PRV per arm 

DC Output: Up to 1.25 Amps DC (see curve) 

Surge Current 

Ratings: 50 Amps peak for 1 cycle (25°C Amb.) 

Loads: Resistive, Inductive, Capacitive 

Duty Cycle: Continuous 

Cooling: Convection 

Design Features: These diodes are housed in an epoxy 
sealed case with easily soldered turret 
terminals. Fasten terminals or flexible 
leads. 


Single-phase half wave current ratings 



20 40 60 80 100 120 


Ambient Temperature °C 
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Encapsulated Assemblies 

1.25 Amp 


Series EF Half Wave 


The Series EF high voltage, encapsulated 
assembly carries a half wave rating of up to 
24,000 PRV. It is completely sealed, 
compact, corrosion and moisture resistant. 
Ratings for the popular single phase half 
wave circuit are shown. 

These assemblies are available in a variety 
of circuit configurations. Information 
concerning special application is available 
on request. 


Dimension 

Inches 

Millimeters Notes 

A 


1 

B 

5.50 

139.7 

C 

6.00 

152.4 

D 

6.625 

168.3 

E 

1.25 

31.8 

F 

1.25 

31.8 

G 

1.688 

42.88 

Note 1 



.2031” (5.159 mm) Dia. Hole 



Maximum PRV 

Catalog 


Rating Per 

Number 


Circuit Arm 

EF*H16 


16 KV 

EF*H20 


20 KV 

EF*H24 


24 KV 


*T—Turret terminals 
F—Fasten terminals available upon 
request 

L—Flexible leads (min. length - 4”) 




Electrical Characteristics 

Circuit: Single phase half wave 

AC Input: up to 24,000 PRV 

DC Output: up to 1.25 Amps DC (see curve) 

Surge Current 

Ratings: 50 Amps peak for 1 cycle (25°C Amb.) 

Loads: Resistive, Inductive, Capacitive 

Duty Cycle: Continuous 

Cooling: Convection 

Design Features: These diodes are housed in an epoxy 
sealed case; Easily soldered fasten 
terminals or flexible leads. 


Curve #1 16 KV Unit 

” 2 20 

» 3 24 


Single-phase half-wave current ratings 



' 20 40 60 80 100 120 

Ambient Temperature °C 
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BUZ Cross Reference 





Summary of Types 


Small Signal Transistors 


Type 

Ordering code 



^DS (on) 

Case 




bh 

£i 


P channel 
TBSS110 

Q62702-S0489 

- 50 

-0,17 

10,0 

TO 92 

▼ BSS 92 

Q62702-S0458 


-0,15 

20,0 

TO 92 

N channel 

BSS 100 

Q62702-S0483 


0,23 


TO 92 

BSS 87 

Q62702-S463 


0,50 

6,0 

SOT 89 

BSS 89 

Q62702-S455 


0,30 


TO 92 

BSS 91 

Q62702-S457 


0,35 

6,0 

TO 18 

BSS 93 

Q62702-S459 


0,50 


TO 39 

BSS 95 

Q62702-S461 


0,80 


TO 202 

BSS 97 

Q62702-S463 


1,50 

2,0 

TO 202 

BSS 101 

Q62702-S0484 


0,16 

12,0 

TO 92 


Power Transistors 


Type 

Ordering code 

K)s 

V 

h 

A 

CO 

Case 

N channel 

BUZ 10 

C67078-A1300-A2 

50 

12 

0,1 

TO 220 

BUZ 10A 

C67078-A1300-A3 

50 

12 

0,12 

TO 220 

▼ BUZ 11 

C67078-A1301-A2 

50 

30 

0,04 

1 TO 220 

▼ BUZ11A 

C67078-A1301-A3 

50 

25 

0,06 

TO 220 

BUZ 14 

C67078-A1000-A2 

50 

39 

0,04 

TO 3 

BUZ 15 

C67078-A1001-A2 

50 

45 

0,03 

TO 3 

BUZ 17 

C67078-A1600-A2 

50 

32 

0,04 

TO 238 

BUZ 18 

C67078-A1601-A2 

50 

37 

0,03 

TO 238 

▼ BUZ 71 

C67078-A1316-A2 

50 

12 

0,1 

TO 220 

▼ BUZ 71A 

C67078-A1316-A3 

i 50 

12 

0,12 

TO 220 

BUZ 20 

C67078-A1302-A2 

100 

12 

0,2 

TO 220 

BUZ 21 

C67078-A1308-A2 

100 

19 

0,1 

TO 220 

BUZ 23 

C67078-A1002-A2 

100 

10 

0,2 

TO 3 

BUZ 24 

C67078-A1003-A2 

100 

32 

0,06 

TO 3 

▼ BUZ 25 

C67078-A1011-A2 

100 

19 

0,1 

TO 3 

BUZ 27 

C67078-A1602-A2 

100 

26 

0,06 

TO 238 

▼ BUZ 28 

C67078-A1608-A2 

100 

18 

0,1 

TO 238 

▼ BUZ 72A 

C67078-A1313-A3 

100 

9,0 

0,25 

TO 220 

■ BUZ 30 

C67078-A1303-A2 

200 

7,0 

0,75 

TO 220 

BUZ 31 

C67078-A1304-A2 

200 

12,5 

0,2 

TO 220 

BUZ 32 

C67078-A1310-A2 

200 

9,5 

0,4 

TO 220 

■ BUZ 33 

C67078-A1004-A2 

200 

7,2 

0,75 

TO 3 

BUZ 34 

C67078-A1005-A2 

200 

14 

0,2 

TO 3 

BUZ 35 

C67078-A1014-A2 

200 

9,9 

0,4 

TO 3 

▼ BUZ 36 

C67078-A1018-A2 

200 

22 

0,12 

TO 3 


Y New type 
■ Not for new design! 
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Summary of Types 


Power Transistors 


Type 

Ordering code 

W)S 

V 

/d 

A 

^DS (on) 

Q 

Case 

BUZ 37 

C67078-A1603-A2 

200 

13 

0,2 

TO 238 

BUZ 38 

C67078-A1611-A2 

200 

18 

0,12 

TO 238 

T BUZ 73A 

C67078-A1317-A3 

200 

5,8 

0,6 

TO 220 

BUZ 60 

C67078-A1312-A2 

400 

5,5 

1.0 

TO 220 

▼ BUZ 60 B 

C67078-A1312-A4 

400 

4,5 

1,5 

TO 220 

BUZ 63 

C67078-A1016-A2 

400 

5,9 

1,0 

TO 3 

▼ BUZ 63 B 

C67078-A1016-A4 

400 

4,5 

1,5 

TO 3 

BUZ 64 

C67078-A1017-A2 

400 

10,5 

0,4 

TO 3 

BUZ 67 

C67078-A1610-A2 

400 

9,6 

0,4 

TO 238 

▼ BUZ 76 

C67078-A1315-A2 

400 

3,0 

1,8 

TO 220 

▼ BUZ 76A 

C67078-A1315-A3 

400 

2,6 

2,5 

TO 220 

■ BUZ 40 

C67078-A1305-A2 

500 

2,5 

4,5 

TO 220 

BUZ 41A 

C67078-A1306-A3 

500 

4.5 

1,5 

TO 220 

BUZ 42 

C67078-A1311-A2 

500 

4,0 

2,0 

TO 220 

■ BUZ 43 

C67078-A1006-A2 

500 

2,8 

4,5 

TO 3 

BUZ 44A 

C67078-A1007-A3 

500 

4,8 

1,5 

TO 3 

BUZ 45 

C67078-A1008-A2 

500 

9,6 

0,6 

TO 3 

BUZ 45A 

C67078-A1008-A3 

500 

8,3 

0.8 

TO 3 

▼ BUZ 45B 

C67078-A1008-A4 

500 

10 

0,5 

TO 3 

BUZ 46 

C67078-A1015-A2 

500 

4,2 

2,0 

TO 3 

BUZ 48 

C67078-A1605-A2 

500 

7,8 

0,6 

TO 238 

BUZ 48A 

C67078-A1605-A3 

500 

6,8 

0,8 

TO 238 

▼ BUZ 74 

C67078-A1314-A2 

500 

2,4 

3,0 

TO 220 

▼ BUZ 74A 

C67078-A1314-A3 

500 

2,0 

4,0 

TO 220 

BUZ 80 

C67078-A1309-A2 

800 

2,6 

4,0 

TO 220 

BUZ 80A 

C67078-A1309-A3 

800 

3,0 

3,0 

TO 220 

BUZ 83 

C67078-A1012-A2 

800 

2,9 

4,0 

TO 3 

BUZ 83A 

C67078-A1012-A3 

800 

3,4 

3,0 

TO 3 

BUZ 84 

C67078-A1013-A2 

800 

5,3 

2,0 

TO 3 

BUZ 84A 

C67078-A1013-A3 

800 

6,0 

1,5 

TO 3 

BUZ 88 

C67078-A1609-A2 

800 

4,3 

2,0 

TO 238 

BUZ 88A 

C67078-A1609-A3 

800 

5,0 

1,5 

TO 238 

BUZ 50A 

C67078-A1307-A3 

1000 

2,5 

5,0 

TO 220 

BUZ SOB 

C67078-A1307-A4 

1000 

2,0 

8,0 

TO 220 

▼ BUZ 53A 

C67078-A1009-A3 

1000 

2,6 

5,0 

TO 3 

T BUZ 54 

C67078-A1010-A2 

1000 

5,3 

2,0 

TO 3 

BUZ 54A 

C67078-A1010-A3 

1000 

4,6 

2,6 

TO 3 

BUZ 57A 

C67078-A1606-A3 

1000 

2,5 

5,0 

TO 238 

BUZ 58 

C67078-A1607-A2 

1000 

4,3 

2,0 

TO 238 

BUZ 58A 

C67078-A1607-A3 

1000 

3,7 

2,6 

TO 238 


Y New type 
B Not for new design! 
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SALES REPRESENTATIVES LISTING 
EASTERN REGION 


ANCHOR ENGINEERING 
188 Needham St. 

Newton Upper Falls, MA 02161 
(617)964-6205 


ERA, INC. 

354 Veterans Memorial Hwy. 
Commack, NY 11725 
(516) 543-0510 

ELECTRA SALES CORR 

6493 Ridings Road 
Syracuse, NY 13206 
(315)463-1248 

ELECTRA SALES CORR 

3000 Winton Road 
Rochester, NY 14623 
(716)461-5252 

KLAMCO ELECTRONICS 

Box 29272 
65th Inf. Sta. 

Rio Piedras, RR. 00929 
(809) 752-6169/6225 

ADI, INC. 

Box 30 
Hwy. 301 S 
Smithfield, NC 27577 
(919)934-8136 

ADI, INC. 

Box 746 

Ft. Mill, SC 29715 
(803) 547-2115 

aF. BOHMAN ASSOCIATES 

130 North Park Avenue 
Apopka, FL 32703 
(305)886-1882 


aF. BOHMAN ASSOCIATES 

2020W.McNab Rd. 

Suite 125 

Ft. Lauderdale, FL 33309 
(305)979-0008 

aF. BOHMAN ASSOCIATES 

4511 Bayshore Blvd. N.E. 

St. Petersburg, FL 33703 
(813)511-6120 


COMPONENT SALES INC. 

3701 Old Court Rd. #14 
Baltimore, MD 21208 
(301) 484-3647 

INTEREP ASSOCIATES, INC. 

3116Triana Blvd.S.W. 
Huntsville, AL 35805 
(205) 533-1730 

INTEREP ASSOCIATES, INC. 

3176 Terrace Court 
Norcross, GA 30092 
(404) 449-8680 


THEKENDON CO. 

29 Kendon Drive 
Easton, PA 18042 
(215) 253-1000 


TAI CORPORATION 

12 S. Black Horse Pike 
Bellmawr, NJ 08031 
(609)933-2600 
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SALES REPRESENTATIVES LISTING 
CENTRAL REGION 


CAHILLSCH MITZ-CAHILL 
315 N. Pierce St. 

St. Paul, MN 55104 
(612) 646-7217 

CAHIL-SCHMITZ-CAHIL 

208 Collins Road N.E. 
Cedar Rapids, lA 52406 
(319)377-8219 

ELECTRO REPS, INC. 

6535 E. 82nd St. #214 
Indianapoiis, iN 46250 
(317) 842-7202 


C.B. JENSEN & ASSOCIATES 

2145 Crooks Rd. 

Troy, Ml 48084 
(313)643-0506 


METCOM ASSOCIATES CORP. 

2Talcott Rd. 

Park Ridge, IL 60068 
(312) 696-1490 

METCOM ASSOCIATES CORP. 

237 S. Curtis Rd. 

West Allis, Wl 53214 
(414) 476-1300 

THOMPSON & ASSOCIATES, INC. 

1151-D Lyons Road 
Dayton, OH 45459 
(513) 435-7733 

THOMPSON & ASSOCIATES, INC. 

23715 Mercantile Road 
Beachwood, OH 44122 
(216) 831-6277 

THOMPSON & ASSOCIATES, INC. 

3215 Clime Rd. 

Columbus, OH 43223 
(614) 272-2086 


BONSER PHILHOWER 

689 W. Renner Rd., Suite C 
Richardson, TX 75080 
(214) 234-8438 

BONSER PHILHOWER 

6644 S. Victor 
Tulsa, OK 74136 
(918) 496-3236 

BONSER PHILHOWER 
Suite 120 

8200 Mopac Expressway 
Austin, TX 78759 
(512)346-9186 

BONSER PHILHOWER 

11321 Richmond Ave. 

Suite #100A 
Houston, TX 77082 
(713)531-4144 

BC ELECTRONICS 

12756 Boenker Dr. 
Bridgeton, MO 63043 
(314)291-1101 

BC ELECTRONICS 

1140 Adams #11 

Shawnee Mission, KS 66212 

(913)342-1211 

BC ELECTRONICS 

2421 Yellow Stone #410 
Wichita, KS 67209 
(316)942-9840 



SALES REPRESENTATIVE LISTING 
WESTERN REGION 


LANGE SALES, INC. 

5575 S. Sycamore St. 

Suite #204 

Littleton, CO 80120 
(303)795-3600 

SHEFLER-KAHN CO., INC. 
2017 N. 7th St. 

Phoenix, AZ 85006 
(602) 257-9015 

LANGE SALES, INC. 

1864 S. State St. 

Salt Lake City, UT 84116 
(801) 487-0843 

VARIGON ASSOCIATES 

137 Eucalyptus 

El Segundo, CA 90245 
(213) 322-1120 

MAGNA SALES 

3333 Bowers Ave. #295 

Santa Clara, CA 95051 
(408) 727-8753 

VARIGON ASSOCIATES 

4805 Mercury St. 

Suite L 

San Diego, CA 92111 
(619) 576-0100 

OLSON, FERRE & ASSOCIATES 

12727 N. E. 20th, Suite 4 

Bellevue, WA 98005 
(206)883-7792 

VARIGON ASSOCIATES 
2730 San Pedro N.E. 

Suite H 

Albuquerque, NM 87110 
(505)344-5503 


OLSON, FERRE & ASSOCIATES 

2215 N. E. Cornell 
Hillsboro, OR 97123 
(503) 640-9660 
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Quality and Reliability 


All Siemens power semiconductors are 
subjected to 100% testing In production of 
critical operating parameters, both at ambient 
and elevated case temperatures. 

These parameters are ensured with 


comprehensive quality assurance procedures 
consistent with an 0.1 AQL 

These Siemens power semiconductor 
components have been designed to meet the 
following environmental tests: 



Test 

Test Conditions 

Failure 

Criteria 

Standard 

1. 

High Temperature Storage 

1000 hr. at T stg max 

class A 

DIN 40046 part 4 
lEC 68-2-2 B 

2. 

Low Temperature Storage 

168 hr. at T stg min 

class B 

DIN 40046 part 3 
lEC 68-2-1 Aa 

3. 

Temperature Cycling 

25 cycles Tstg max to T stg min 

class B 

DIN 40046 part 14 
lEC 68-2-14 Na 

4. 

HumidityO) 

1000 hr., 40°C, 93% RH 

class B 

DIN 40046 part 5 
lEC 68-2-3 Ca 

5. 

Blocking Life (ac) 

1000 hr., VDWM, VRWM, Tj max 

class A 

DIN 41794 part 1,8,9 
lEC 147-4 III.1.3 

6. 

Thermal Fatigue 

5000 to 50,000<3) 

Tj = 50 °C to Tj max 

class A 

DIN 41794 part 1,8,9 
lEC 147-2E-1.3.5,11.1 

7. 

Solderability<2) 

235°C±5°C 

class B 

DIN 40046 part 18 
lEC 68-2-20 Tal 

8. 

Resistance to Soldering Heat(2) 

260 °C for 10 sec. 

class B 

DIN 40046 part 18 
lEC 68-2-20 Tal 

9. 

Vibration 

5G, 24 hr. each axis 

class B 

DIN 40046 part 8 

1 EC 68-2-6 FC 

10. 

Hermeticity(2) 

10-^ atm cc/sec. 

- 

DIN 40046 part 16,44 
lEC 68-2-17 Qk 

11. 

Terminal Strength, Tensile^^) 

see standard 

no 

damage 

DIN 40046 part 19 
lEC 68-2-21 /zal 

12. 

Terminal Strength, Bending<2) 

see standard 

no 

damage 

DIN 40046 part 19 
lEC 66-2-21 fib 


Failure Criteria: 

Class A: Ir>200% Irm Class B: Ir>100% Irm 

Vf>110%Vfm Vf>Vfm 

Igt>100% Iqtm IgT>100°/o Iqtm 

(1) For plastic encapsulated devices only. 

(2) Where applicable 

(3) Depending on application 



Power Semiconductor 
Lifetime Guarantee § 

Siemens warrants to the original purchase that 
it will correct any defects in workmanship or 
material, by repair or replacement, F.O.B. factory 
or, at its option, issue credit at the original 
purchase price, for any silicon power 
semiconductor bearing the symbol f during the 
life of the equipment in which it is originally 
installed, provided said device is used within 
manufacturer’s published ratings and applied in 
accordance with good engineering practice. The 
foregoing warranty is exclusive and in lieu of ail 
other warranties of quality whether written, oral 
or Implied (Including any warranty of 
merchantability or fitness for purpose). 


Contact factory for industrial, 
military or aerospace high 
reliability requirements. 





The information contained here has been carefully 
reviewed and is believed to be accurate. However, due 
to the possibility of unseen inaccuracies, no 
responsibility is assumed. 

This literature does not convey to the purchaser of 
electronic devices any license under the patent rights 
of any manufacturer. 
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